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Accepts Proposal 31ade by 


American Government 


for Own Soldiers 


8 GENT FARE 
CASE UP ON 
ON 'FRIDAY 


Ryan to Oppose Montgom- 


ery Application for 


a Raise 


PKKPARED 
FOR 
.ACTION 


Keel'np; 
is Expressed That 


Limitation of Movement 


Will be Resented 


BULLETIN 


WASHINGTON'—American 
gov- 


i".'-..ro-t oilicials declined 
to com- 


w.; ::i nr.y \vay on the report from 
Toklo '.hut Japan has accepted tx 
"-r::v;il of the United States that 
Aruri-m and Japanese troops be 
.'«::: ir.to Siberia. It is known that 
'mr'r.'tar.t developments in the Si- 
x~:m situation are impending .but 
facials indicr.tcd that the time WES 
no: rpic for an nnuouncement. 


TOKIO (Tuesday July 16)—Jap.". 


nose newspapers today publish t!K- 
:-;::!is of an American proposal to 
sc:;;i American troops to 
Siberia 


Thii newspapers declare that 
the 


Jf.p:ine3c Kovernmont has decided to 
-lei-op; riie suggestion made by 
the 


American government that Japvi 
a:.-o send troops. 
' 


TOKIO (Monday. July 15)— The- 


p'.iliT stiuosmer. met today 
anr: 


I'p.-irii :i:e povernment's report C9H- 
.".'rrii:n.: liu1 question of dispatchin;.' 
'.r^i;is to Siberia. Formal decisij-, 
". ;h- :v.a:;cr has not 
yet 
be in 


.-c:.-hi'ri hut it is believed that r.he 
C.i.-r s-^-.-.L-.si.'.cn are fully support!1-!;: 


••.TOM, it is stated in governm?n- 
i.vclc;, 
is quite prepared 
for 


;nvy iu-tion, but it is genera'l;,' 
;h;st MIC wiil resent any form 01 
::i::.in placed on her movement 
' 


TOKIO (Sunday, July 14)—Jann- 


y.c.-o 
i'.w.spapers 
insist that tho 


' -;-''.••! S:n:(.';-. r;ov«vnmcnt has ma'h 


rrc:>nsa! to ,I;ip:in concerning tlu 


:;:•':!:••:! nf intervention in Sibcru 
N" ci'n!':":i:;i;ion is available here. 


i'M<'!T :s f,r?at 
activity in Jorr 


"I-.-. 
1 vir-iai circles and 
the 
news 


;'-.'iv; <:i".-(>'.r columns to the sv.b- 
';'*: f>: ::i'.0!'v?n'-ion. They dwell os: 
lii1 ;.•!>:;; extent of the 


'••'_'• ?]>•••• ".ilu'.e ret'ardinfT 
the 


'•' '!'•••'siuy.s J;ip:i!i will send to Si- 
••frii. 


l.i)\ DON'—The Japanese govcri'- 


":>.•:•.•- \.:K reached a decision wh'c'n 
';"-- :i' ' outcomem 
of 
propos^N 


"'":•' :!-,•• United States, says a dh 
:'V.-': t-.-m Tokio at the Times u.'i- 
• 
: :• '!•!•.-' nf July IS. for joint Ame-' 
:;:V.J..U;;-I..SP 
intervention 
in 
Si- 


' : • 
' l i e American proposals, the 


'• -'.'•': r,'ldM, were tlift'erent thn^i 
;'. -i- I'l.iiU- hy Great Britain 
and 


PONDS SHOW 


SLIGHTICREISE 


of State Hull 


Statement 
on 


Treasury 


Gives 


.'.v.pment issued by Secretary 
to Hull today shows that thii 
e in the preneral fund at the 
.ir.i; of the fiscal year July 1 
.",.:,o2,yl2.74. The balance on 
:•". this fund on March 31st 
as $0-13.290.42 and the receiots 
'•;;,Tarter reached $5,333,553.- 
' w disbursements for thp 
r wore 52,414,236.41. 


CROSS IS 


AWARDED PERSHING 


n:y i.t-c Anuiciatod Press) 


LONDON' — General John J. Per- 
'-^:: has been awarded the Grand 


r;f_ihc Order of the Bath and' 


ker H. Bliss, American 
c at the supreme war 
been £hen the Grand' 


nf the Order of St. Michael 
. George. This was officially 


The application 
of the Madison 


Railways company for a six cent 
fare in the city of Madison will be 
given a hearing before the Wiscon- 
sin railroad 
commission 
Friday 


morning at 10 o'clock. This is the 
second case to be given a hearing 
where an application has been made 
for an increase of street car fares. 
In the. city of Green Bay the Wis- 
consin Public Service company asked, 
for an increase at a hearing which 
was held on the matter last Satur- 
day. 
Since that time an applica- 


tion has been filed for an increase of 
stveot car fares in the 
city of La 


Crosse. 


City Attorney Ryan will repre- 


sent the city at the Madiaon hearing. 
^PROFITEER 
CAN WIN, SAYS 
SHDTTLEWORTH 


No Man Who Has Made 


Money Out of War Can 


Win Seat 


"No man who is a profiteer, mak- 


iiiK money out of this war will have 
much chnnce with the people of t!i« 
third congressional district." 


This statement was made by 
1". 


K. Shuttleworth, republican candi- 
date for congress in -discussinc th-. 
:ongression.al convention which -wil- 
meet here on Friday 
afternoon. 


That Mr. Shuttleworth is preparing 
;o further "show up" the Madisoi. 
Club's contingent was indicated by 
the statement on profiteering, 
al- 


though he would make no definite 
itaternent as to whom it referred 


One new candidate appeared 
in 


;hc field today. Former Attorni'y 
JJor.era'1 Levi H. Bancroft, Richlaml 
Center, is said to be in a receptive 
nood. An effort is being made bj 
;ome of the delegates from 
the 


.vesterri counties to center on Sena- 
•or Platt Whitman 
of 
Highla.u'. 


Whitman has said he will make the 
•aco if nominated by the convention. 
\ E. Sholts of Oregon will have tr.e 
lacking of many of the Dane county 
Iclegates. 
ilSSlMlON IS 
GALLED JO FRANCE 


M'iss M. Regine Camoron, Chippe- 


wa" Falls, who lias been secretary to 
Commissioner of Agriculture C. P. 
Morgord for the past three years, 
has just receive dher call from the 
Red Cross national headquarters at 
Washington announcing that she has 
been accepted for the clercical serv- 
ice of the Red Cross and.will sail for 
France about Aug. 14. 
. 
Miss Cameron graduated from the 


university in 1914 and.has been em- 
oloved by Commissioner Norgord 
since 1915. 
She made her appli- 


cation for entrance last May. and 
took her examination in Chicago a 
month ago- Miss Cameron's call re- 
quires that she report about a week 
before sailing time, Aug. 7. 


Daily Weatlusr Story 


x The highest temperature reached 
during the 24 hours ending at 9 a. 
m. Thursday was 75 at 
P- rn Low 


... 


™'J:i;-:l has been 


" 


l today. 


est, 60 at 5 a. m. Precipitation, 0. 
The sun sets at 8:33 p. m. 
Low barometer in New England 


is accompanied by light showers. 
Heavy rain began yesterday m the 
lower Missouri valley and has ad- 
vanced to the middle 
Mississippi, 


Kansas City and Memphis reporting 
more than an inch of rainfull. The 
temperature . has remained 
nearly 


'stationary 
since yesterday. 
High 


temperatures prevail m the plateau 
region and the southwest. 


LOOSE CHICKENS AND 
MEANDERING CANINE 
OCCUPY JURIST 


Chester Hanson's chickens ffot 


loose, 
according 
to 
Henry 


Tange, a neighbor, and tres- 
passed on the latter's garden. 
Tanjjc had Hanson' arrested and 
arraigned 
in 
Superior 
count 


Thursday morning. After hear- 
ing the testimony, Judge Cas- 
son decided that 
Mr. Hanson 


did not intentionally allow the 
poultry to wander at large and 


1 dismissed the action, allowing 
Mr. Hanson to pay the costs. 


Neal 
Smithback had a dog 


that took too wide an excursion 
on a recent morning. He was 
fined $1 and costs for allowing 
his dog to run at large. 


D. G. Conway.wns fined S10 


and costs for driving an automo- 
bile in excess of the speed limit 
on country roads. 


ROOSEVELT". 
PLEADS FOB 
REPUBLICANS 


Colonel Addresses the New 


York Republicans at 


Saratoga 


IN 
PROCESSION 


AROUNDJ5QUARE 


'ill Arrive on Special 
Train Tomorrow From 


Camp Douglas 


HAVE 
SHOWN 
LOYALTY 


Complete Overthrow of Ger- 


many Demanded by the 


Speaker 


E USED AS 


IETERREADERS 


Gas Company's Ranks of 
Male Employes Depleted_ 


by War 


(Dy the Associated PrcaiO 


SARATOGA, N. Y.— Theodora 


Roosevelt emphasized "the necessity 
of electing n republican congress' 
in an address today before the New- 
York state 
unofficial 
republican 


state convention. 


Events of the last year and 
a 


half have" shown that a republican 
congress is necessary, the 
forme- 


president said, "to support the i ad- 
ministration at every point where 
"it acts vigorously 
in prosecuting 


the-war,-and to sup-ply its deficion- 


u 
cifi* in the prosecution of the war 


— -and'-in the-eatt-ying-ottt of* propor 


That women may soon be employ- 


ed as meter readers by the Madison 
Gas and Electric company is the be- 
lieff of Chief Meter Reader William 
Mntzdorf. 
The Superior 
Watfi-, 


Light and Power company of Su- 
perior, has hired one woman who is 
working on its. crow of about half a • 
•lozen readers. 


The -Madison company has sevon 


-nen reading meters under the su- 
•lervision of Chief Reader Matzdorf. 
They are, Eddie Lyons.-Ed Graves, 
(Lane Emery, snd Ed Falter; subsli 


Leo Hiscins, Percy Glood, and 


world policy." 


G. O. T. Patriotic 


"Since the war began the repub- 


licans in congress have acted in a 
spirit 
of patriotism, and 
wholly 


without regard to questions of poli- 
tics.. For the administration meas- 
ures designed for efficiently carry- 
ing on the war they have fumlsho-.l 
a larger percentage of support than 


EXTR 


administration was wrong, the bulk 
of the-republicans ventured to with 
stand it and have stood by- 
country, whereas the bulk of 
, 


democrats have not done so. 


"It is oply by such conduct 


the 
tfie 


thit 


we can' win the war and secure tee 
.Uces, -Lieu rjjjririns, ruruy uriuuu, £i'iu ; ••*- —"• 
— 
,, 


Oscar Kopang. -The last two 
havo right kind of peace. 
_ 


' e n pressed into service. Kenan*' 
The peace • America must 
insist 


«,+ -ni~M. n^H T!1onH i« on the upon, Colonel Roosevelt 
said, 


A big military parad* will take 


place around the capitol' .square to- 
morrow afternoon. 
The parade will 


be participated in by the state guard 
companies from Platteville, Monroe 
and Madison, returning, from Camp 
Douglas. 


The companies will arrive on a 


special train here at 1:80. 


Led' by the regimental band they 


will parade up King street and 
around th<; square. 


The companies comprise the third 


battalion, eighth infantry. 


One reason for the parade' here 


will bei to awaken- interest in an 
armory for the city of Madison. It 
is probable .that later a campaign 
will be started to raise funds for 
such a building here. • 


Col. 
Rossman, Beloit, will be in 


command of the battalion. 


Chauncey E. Blake, Madison, ser- 


geant major of the ythird battalion, 
has also been ncting_ as press repre- 
sentative at Camp Douglas; 


The 
'• Madison 
companien' 
h*ve 


come- in for considerable p'raiy* ftt 
Camp Douglas, according to Sirgt. 
Major Blake. They have been com- 
mended for their discipline, guard 
mount and marksmanship. 
The 


Russian riflei have been used 
nt 


the rang*. They are not equipped 
with bayonets, this being the Rn»- 
sian style. 
' 
This afternoon there 
-will b« .1 


regimental review at Camp Douglas 
before Gov. Fhilipp. 
BRITISH ADVANCE 


SOUTH OF SOMME 


Push Lines Forward on One 


Mile Front; Improve 


Positions / 


DRIVE BACK 
GERMANS ON 
25MiLEFRONf 


Attack is the Biggest Of- 


fensive Made in the 


Last Year 


at night, and Blood is on 


office force. 
! ', 


Lyons and Higfrins are both in the 


•Iraft and expect to leave for service 
it'most any time. Frank Maher is 
'TI the call for'July 24, and 
Lou's 


Wagner has already entered servi;'-. 
Mr. Matedorf feels that when H'cc- 
•ins and Lyons leave, he may find 
t necessary to call for women he1!"- 


Co-cds from the university were 


'coking- for work in June. The on- 
•irc' office force on the second floor 
if the company's offices at Webster 
rod Main streets is composed 
o! 


•vomcn. 
, 
.Four men who recently left 
*.ns 


-iffice for servicji were: Fred Eichter 
Reed Berg, Alfred Koss, and Arthu< 
\rbult. Stanley 
Tuly 24 call. 


Nielson 
is in the 


IAISER VIEWS DRIVE 


IN ADVANCED POST 


'ress- Agent Says Emperor 


Listened to Orchestra of 


Fire Attack 


(By the AMo:i«ted Press) 


AMSTERDAM — Emperor Wil- 


liam watched the opening- of 
the 


latest German offensive 
from 
an 


advanced observation post northwest 
of Rhoims, his. favorite press ageat, 
Karl Rosner, reports in a dispaWi 
to the Berlin Lokal Anzeiger. 


"The emperor," says the press 


acent, in his customary flond style, 
"listened to the terrible orchestra 
of our surprise' fire attack and look- 
ed upon the unparalleled picture of 
the projectiles raging toward ths 
enemy positions." 
FRISCO SPECIAL IS 


DERAILED^! KILLED 


15 or More Severely Injured in 


Wreck of Kansas City- 


Florida Train 


ST LOUIS, Mo.—One passengw 


was killed and fifteen or more per- 
sons were severely injured early this 
morning when the Kansas City-Flor- 
ida special on the Frisco railroad 
was derailed eleven miles south of 
Thayer, Mo., according to informa- 
tion received 'by Frisco officials here. 


Engineer Lohnes and 
Fireman 


Rawdon, both of Thayer, are miss- 
ing and are belieyed to be buried be- 
neath the wreckage. • 


"a peace conditioned upon complete 
overthrow of Germany ar.d removnl 
of all threat of German world do- 
minion." 
In fighting disloyalty in 


America, he declared, '"we must 
treat agitation for a premature or 
inconclusive peace as treason to the- 
republic." 
The German spy, 
*-'ie 


"alien enemy here at home," and 
"the even fouler and more dcspicaMo 
native American 
v who. serves the 


alien," the colonel said, should be 
interned at hard labor, or, if caught 
in a flagrant offense, 
should 
be 


shot. 
• 
Alluding 
to. "a most gallant 


American army" across the 
seas, 


and to ship and airplane production, 
he said that "we owe much of this 
achievement to the.work of .the sen- 
ate committee on military affairs, 
and we owe even more to the suc- 
cess of the German drive which b:- 
gan in March. 


,"We have played • a. poor, part .in 


the early stages of the world war. 
Let us make the finishing'an Amer- 
ican task. By this time next year 
vrj*.oja.±ii\jr*^'j.i—v...--— 


we ought to have overseas an army ing's communique for yesterday re- 
as grent as the combined armies of i ports that in the American sector 
France and England, an army of be-1 on the. Marne, the enemy has-been 
tween 3,000,000 and 4,000,000 fight- 
ing soldiers on the,various fighting 
fronts, and this, considering replace 
ments and noncombatants, means at 
least 6,000,000 men. 


"Congress should refuse, to assent 


to the war department's present pol- 
icy of procrastination, in deferring 
necessary extension of- the age lim- 
its for the draft, and in other ways. 
Besides enormously. 'strengthening 
our army in France, we should, by 
this time, have declared war on Tur- 
key and have sent 100,000 soldiers 
to aid,our allies in western Asia; 
We have had to u«e English, ships 
to ferry our troops across the At- 
lantic and we could use Japanese 
ships to ferry ^them across the Pa- 
cific." 


Belgium must l>e reinstated and 


reimbursed; France must receive Al- 
sace,' Turkey driven from Europe, 
the colonel -said; Italian Austria' 
must go to Italy, and Rumanian 
Hungary to Rumania, and Armenia 
must'be free, the Jews given Pales-' 
tine, and the Syrian .Christians be 
protected,'with the Poles and other 
Slav races released from the menace 
of the Gorman sword. 
"Unless we 


do all this," he declared, "we shall 
have shown that our announcement 
about making the world safe ^for de- 
mocracy was an empty boast." - 


During the forenoon informal sen- 


(By tb« AMOcl«t«l frtttl 


LONDON— Southeast of Villers- 


Bretonneux, south of the Sommt, 
the British line has been ad vane zd 
on a front of more than one mils, 
says the 
official 
statement today 


from their headquarters in France-. 


The British positions to the ens' 


of Hebuteme also were improved 
somewhat. 
South of Bocquoy on the front 


southeast of Arras, a German raid- 
,ing party was driven 6ff. 
The German 
artillery 
showed 


considerable 
activity during tne 


night on the Flanders front north ot 


ENEMY DRIVEN 


BACK—PERSHING 


American Report Says Yanks 


Regain South Bank of 
* 
River 


WASHINGTON—General Persh- 


on tne iriarne, uic encmj !«•.!•«••••• 
entirely driven from the south bank. 


. The dispatch follows: 


'Section A. In the Marne sector 


GERMANY LN FEAR? 


GENEVA — The 
news- 


paper Deniocrate declares 
that information from across 
the Rhine shows mixed feel- 
ings in Germany regarding 
the new offensive. 
While 


there is hope of victory and 
an early: peace, there are 
also secret feara of failures 
which are only' whispered, 
the advices assert. 
x 


our troops have entirely regained 
possession of the south bank of the 
river. Northwest of Chateau Thier- 
ry the enemy yesterday repeated,his 
attempts of the preceding 
day to' 


penetrate onr lines near Vaux. His 
attack was completely broken irp by 
onr infantry and artillery fire before 
reaching our lines, 
"Yesterday, in the region of Tni- 


aucourt, a hostile airplane was shot 
dorm by ono of onr.aviators." 


DANCE FOR SOLDIERS" 


A dance will be'given at Bernard's 


park this evening exclusively for the 
soldiers at the university canton- 
ment. 
One of Thompson's first or- 


chestras will furnish the music. 


timent, particularly among up-state 
delegations, in f*vor of attempting 
to stampede the convention for Colo- 
nel Roosevelt lor the gubernatorial 
nomination, increased. So far as 
wan;-known, however,' no organized 
boom wa» launched. 
••' 
- - 
Shortly . before Chairman . Glynn 


called -the- session to order, word was 
'passed arc-mil that the appearance 
of Colonel Roosevelt was to: be'the 
signal.for a thirty minute demon- 
stration. 
. 


BULLETIN 2.45 P. M. 
WITH 
THE 
AMERI- 


CAN ARMY IN FRANCE 
—In the region of Soissons 
where the attack was es- 
pecially 
successful, 
the 


Americans carried every- 
thing before them by the 
storm. 
Early this after- 


noon they had passed their 
final 
i known 
objective. 


From the second to the; 
third objective they swept 
behind a third"barrage. 


The second—objectives 


were usually taken by the 
troops of the first units 
who had dug in at the first 
objectives. At some places 
"the American advancing 
troops were held up but 
only'temporarily. 


(By the Associated Press) 
LONDON—Reports received 


in London showed the situation 
up to noon all along the line of 
the attack begun by the French 
this morning to be excellent. 


The attack is the biggest of- 


tensive move made .this year 
by the allies. 


Make Big Gains 


The French have joined from 


two to four miles everywhere 
on the twenty-five mile front 
of their offensive today be- 
tween the Aisne and the 
Marne, according to reports 
reaching London this after- 
noon. 


The French have captured 


several thousand prisoners and 
about twenty guns. . 


The French move this morn- 


ing appeared to have been a 
surprise to the Germans.'- The 
manner in which this surprise 
was accomplished may best be 
-judged from the map, which 
shows a great area of forest 
covering' the ground behind the 
French lines. Under cover of 
these forests General Foch has 
been preparing for some time 
for the present move. 


All the way from Belleau to 


the Aisne the French attack 
was launched at daybreak to- 
day. It was what the British 
call a "full dress show" with 
every department, every weap- 
on available in play, including 
the 
new 
French, mosquito 


tanks. 


Tanks in Work 


; These tanks did ' excellent 
work at some of the -most dif- 
ficult points. ;, 


"This is the moment. Foch 


has been looking for," said a 
military authority here today, 
"aad if all goes well his splen- 
diSy executed counter'' attack 


LATEST 


AMERICA^ 
GO OVER TOfl 


BULLETIN 2:02 P. M. 


WITH THE AMERICAN AK- 


MY—The town of Soissons is 
now well within the range of the 
.American guns. 


BULLETIN 2:S2 P. M. 


The towns of Torcy and Givry 


and the Givry wood were taken 
by the Americans in their ad- 
vance. 


BULLETIN 2:33 P. M. 


WASHINGTON—Official 
md- 


Ticea from General Perghliig 
said American troops had tak- 
en the offensive with great dun 
and gallantry, and were'titill ad-' 
vancing, Secretary Baker an- 
nounced this afternoon. , 


BULLETIN 2:36 P. M. 


WITH-THE AMERICAN AR- 
MY IN FRANCE—-The final ob- 
jectives in the Givry and Torcy 
sector were reached 
in about 


tn-o hours of hard fighting. The 
troops on this part of the front 
did equally as well as those on 
the front further north, taking 
quantities of material and pris- 
onern, who • continue streaming 
back. 
. 


BULLETIN 2:37 P. M. 


WITH THE AMERICAN AR-. 
MY IN FRANCE—Hastily or- 
ganized counter-attacks against 
the Americans developed hero 
and there, but all were broken 
up and our troops continued to 
advaifce. 


In one 
town alone on 
the 


southern part of the- front un- 
der attack, the Franco-Ameri- 
can forces., captured 
eighteen 


guns.' 
.^-^^—-^^-^^^—.-p->^-^—^-^~^«^- 
should bring the whole German 
offensive on the Rheims Bector 
to a halt immediately." 


Capital Is Happy 


WASHINGTON —Word that the 


Trench were striking the Germans 
on a 25 mile front below the Alsne 
sent a wave of enthusiasm through 
the war department today when the 
first bulletin came in. 
Evertf, of- 


Scial accepted it as proof that the 
long days of purely defensive opera- 
tions are ended and that Gen. Foch 
largely because of the million Amer- 
ican soldiers that have been rushec 
overseas, now is able to use aggres- 
sive tactics. 
At first glance and without any 


definite information as to the French 
counter stroke, officers were inclinec 
to believe it a diversion in force to 
relieve pressure on the front of the 
German offensive. 
It is the firs 


extensive counter blow the allies 
have been able to attempt since 
German onslaught began last March 


Striking to the east and north, the 


counter stroke threatens the rear o: 
tfie German assault on the easten 
.lank cf the whole Aisne salien 
where the enemy is pressing down 
the Marne valley and through the 
woods west of Rheims with the evi 
dent purpose ol cutting off-Rheiras 
and forcing its evacuation. 
It was 


thought here, on the face off early 
advices, that the French countei 
stroke was designed to draw off Ger 
man reserves heretofore held for the 
purpose of pressing through the gap 
in the French positions along th 
Mame and from that river eastward 
toward Rheims; 


Enemy- Taken Compeiitrfy? 


by Surprise as Atta>:k 
.| 


is Laundied 
..... 
'-: 


_ 
. - . . , . 
j 


BULLETIN •'""'" 
! 


(By the Associated Press) • ; 
WITH 
THE 
AMERICAN.! 


ARMY IN FRANCE, 2 p. m.— .; 
?he entire offensive operation,-} " 
jegun this morning on thai • 
'ront between the Aisne and; .;. 
,he Marne, is going at thfo hour '; 
!or the most part even better 
'. 


than had been expected. The 
;nemy so far has been unable ^ 
o withstand the shocks .the / 
Americans and their allies have 
, 


delivered and are still djliver- 


n g . 
' ' . - • • 
• 
• ' • . . . 


,As the whole German , left 
• 


flank is menaced, the .jnemy : 
must draw in his troops from • • 
the Marne front or risk their • 
being caught where they are. 
This means that the finishing x 
blow possibly has been ndmin- 
stered to his dying offensive. ^ 


(By the Associated Press) 
WITH 
THE 
AMEE'JCAN 


ARMY IN FRANCE— Ameri- 
can troops went over the top-:. 
with a cheer this morning inl' 
the launching of the allied suivi 
prise attack on the front north-, 
west of Chateau Thierry. 
;. 


The enemy wa» taken com- 


pletely by surprise all alcag the- . 
line. 


The American troopr. were- 


brought up in the nifht to-v 
gether with the French com-;: 
rades from crack units and layj 


their positions until fiva{ 


o'clock this morning. At thatj".;, 
hour the, American and French) ; 
artillery opened 
fire. 
' 


The Americans advanced be^-;,;j 


hind a terrific barrage 1o thefcl .',] 
first objectives in less than . 


Loss Is 60,000 


PARIS (Havas) — In the.pocket 


which the Germans have. created 
south of the Marne; their tosses, ac- 
cording to conservative, estimates, 
have'reached the figure of 60,000 in 
l'he first 'two days' fighting, the 
iMatin declares" "today. ™ 
- • • - • / - 


half an hour. While they weray,j 
digging in, more Americana, inl . 
most cases, passed over the}'. 
first objectives and then ad-;.-, 
vanced behind the resumed bar-'' 
rage to the second objectives-./ 
which were speedily taken, es- 
pecially at the north end of tha.;i] 
attack opposite the Paris-Sow- ' 
sons road. 


Numerous tanks participated ' 


in the offensive. 


The American infanta i' went j 


into attack without previous : 
artillery prepartion. 
In their 


advance behind the rolling 
rage they captured many 
machine guns, prisoners, equip- 
ment and material. 


The Germans in mosi: placw. •:; 


offered feeble resistance, b«t'- 
here and 'there they I'.ut up a ;.•' 
stubborn fight which the Amer- ,> 
lean shock troops quickly over- X 
came at the point of the. bay-; 
onets and at the muuzlea of ; 
their weapons. 
•"> 
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GERMAN DRIVE 
ON CHALONS IS 
HELDJAILURE 


'Inoffensive Offensive" is 
How Witty Writer De- 
scribes Latest Advance 


(By tflr AssociuU'l Prea!) 


PARIS'— "The German inoffen- 


sive offensive" is how a witty writer, 
Gustavo Thery, describes the latest 
effort of Genera] Ludendorff, and 
the advices from the front seem to 
justify this paradox. If the fighting 
has not resulted in a French victory 
it is held here, it has been at least 
a serious failure for the German. 


The object of the enemy was Cha- 


lons, against which he directed a con- 
verging attack from the north by 
way of Souain and from the north- 
west, by way of the Prunay sector. 
The action on his right was more or 
less • secondary in character 
while 


. the center marked time, awaiting the 


successes on the two wings. 


It was the ri^rht wing of the Ger- 


mans which achieved the only gain, 
which was a tactical one merely and 
was won more by luck than by good 
management. 


The converging attack of the Ger- 


mans was smashed by the brilliant 
leadership of General H. J. E. Gour- 
aud who, according to Henri Bidou 
military critic of the Journal des 
Debats, leaving his first line lightly 
held and putting the line of resist^ 
ance well to the rear, allowed the 
German blow'to expend itself 
on 


empty space. After this false stroke 
the enemy was obliged to cross a 
'deadly zone, whero he was shot to 
pieces before reaching the 
real 


French line. The 
French 
losses 


were quite insignificant. 


YANKS IN HOSPITALS 
CHEERFUL LOT; ARE 


OF "AUSSIES" 


LEONARD SCHUBERT 


IS MAa CARRIER 


. Leonard L. Schubert, 842 Wil- 


• liamson street, has been appointed 


substitute carrier 
by Postmas'-er 


" Devine. "All appointments 
maoe 


. now are temporary till the results 
nre known of the civil service exan::- 
nation held July IS. 


(By thff Auocfoted frail 


LONDON — The American 


soldiers who have arrived 'at 
London hospitals in the last 
few days are a .cheerful and op- 
timistic lot. They are grouped 
mostly in four or five large 
hospitals and as far an possible 
have been put together in large 
wards where they can provide 
plenty of 
companionship 
for 


one another. 


The Americans includo both 


sick and wounded. The wound- 
ed are largely from the Fourth 
of July 
"show" 
which ..vas 


staged by the Americans and 
Australians 
south 
of 
the 


Somme. 


"The Yanks and the Aussie* 
get along fine together," said 
Sergeant Torrey of Olean, to 
the Associated Press, "and the 
combination is too much for 
Mr. Hunt. The Germans hava 
many good fighters but they are 
forced to admit that it is all 
up when they see the Ameri- 
cans and" Australians coming 
ufter them." 


The alliance which the Ameri- • 


cans and Australians establish.- 
ed in the Fourth of July push 
has been perpetuated in London 
hospitals by 'brigading 
them 


together in hospital wards. The 
ward in which Sergeant Torrey 
and a dozen other Americana 
were being treated also contains 
ten Australians. 
Most of these 


men already are convalescent 
and spend the day swapping 
yarns on the sun-lit porch. 


Other nearby wards contain 


ninety more Americana and thi 
convalescents are 
allowed 
to 


circulate freely about the hos- 
pital. They spend the day vis- 
iting fellow* Americans, renew 
old acquaintances and 
making 


new ones. 


AIRPLANE USES 
ARE 
EXTENDED 


Success of Low-Flying Ma- 


chines Shows Need 


i • 


for More 


ARMY PRISONERS 
ENTITLED TO FULLPAY 


(By the Asnociated Prrtja) 


WASHINGTON—American army 


. 
WATER COLLECTIONS FALL 
Water rent collections have fallen 


somewhat below the dailv average 
of ?1,SOO reported for the" first half 
of the month. Wednesday theyto- 
•tuled only 
about $1,076. 
and on 


Tuesday about 56,000. Only 13 more 
days remain for payment. 


officers and men under a ruling of 
Comptroller Warwick of the treas- 
ury, arc entitled to their full pay 
and all allowances, including allot- 
ments to 
prisoners 
Members of the nurse corps, field 
clerks and other army civilian e ri- 
ployes do not come within the rul- 
ing. 


BRITISHv LINES IN 


FRANCE, J.iric 15—(Correspondence 
of the Associated Press}—The uses 
of the airplane as an auxiliary to in- 
fantry in action are being continually 
extended. It is the opinion of mili- 
tary leaders here that the need for 
more and more machines and train- 
ed men is shown by the success of 
the low-flying airplanes in operat- 
ing against the Germans during the 
past two months. 


On the western front, this spring 


two factors—German recklessness of 
life and the success of the Allies in 
holding bacJc the German airmen 
gave the opportunity of developing 
on a large scale this method of har- 
assing attack. 


The success of the low-flying air- 


planes is of two kinds—the slaughter 
:hey inflict, and secondly, the disor- 
ganization they cause. This second 
factor is of more importance than 
most people realize. An unexpected 
check to troops on march is "always 
roublesome. Men wonder what has 
mppened. Suddenly 
bombs begin 


:o fall, men are killed, horses-stam- 
pede, wagons are smashed and the 
road blocked. Until the Allied air- 
'planes are secn/the terror is myster- 
ious. When they are seen, with the" 
irresistible implication that the Ger- 
man planes have failed to drive them 
off, the psychological effect is very 
severe. 


The work of the British, airmen ] 


received a reluctant tribute in a re- 
cent issue of the Berlin "Vorwaerts," 
which was captured in a raid on the 
German 
trenches. 
The 
German 


newspaper, in an article full of ap- 
parently sincere admiration for Brit, 
isli flyers, said: "Never before have 
the English thrown their airmen in 
such great masses behind our front' 
as they are doing in their present 
retreat." 


But the higher command of the 


British air force is by no means sat- 
isfied. A high official pointed out 
to The Associated Press correspon- 
dent in discussing this phase of the 


PAN-GERMANS LONGED 
FOR WORLD WAR AS 
GREATEST 
HAPPINESS 


A WAR SAVER is a Life SAV- 


ER. Buy War-Savings Stamps! 


learn to Dry Food— 


Uncle Sam Will Teach You 


The government pulbication shown here explains dry- 


ing: of fruits and vegetables^!, .method 6f food conserva- 
tion doubly" important this year. Drying is easy to do, 
calls for simple equipment, and requires no sugar. Meth- • 
ods tested -and proved by Government specialists-are ex- 
plained in this bulletin, a copy of which belongs to every 
American housewife. 
n FA RM<* HO ME 


DRYING op 


FfcUITS ^VEGETABLES 


^JOSf PM S.CALDWEl.1., 


ffant P/yrstologirtj 
Offfe* 


98* 


Urni<-<3 SU<« 


®3nrriOUTioi\ from (ki? Ourvav o( 


was the 


YORK—The present war 


is a "war of revenge" long "de- 
sired by the Pan-Germans, writes 
Kurd von Strantz, a Pan-Ger- 
man leader in''a • brook entitled 
"Our National War Goal," pub- 
lished in Germany. 


German newspapers received 


here quote the author ns saying: 


"In my boyhood 
days the 


German war of retaliatio-i, as 
we must name this worM war 
more correctly, was . the dream 
of my life, the realization ol' 
which I have never despaired of,, 
although I'did doubt that I would 
live to see it in view of the on-, 
•fortunate peace policy" followed 
hy the post-Bismarckian admin- 
istration. 


"But I have lived to enjoy that 


happiness. 
By word and letter' 


I have fought for this war of re- 
venge which finally/is to restore 
our old national /and political 
frontiers which we had gradually" 
iost1 in the east and west since 
1552. 
Neither 1815 nor 1871 re-, 


stored those frontiers. 


"Bismarck started our nationai 


rise, but he did not complete- 
His discharge impeded the vic- 
tory-promising course, as his 
successor gave half of German 
Africa senselessly without any 
compensation to our new arch- 
enemy, England. 
Therewith be- 


gan the descent which only this 
world war could arrest and which 
I longed for arid foresaw when 
such thoughts were-'tinpopular." 


The Berlin Vorwaerts says that 


the entire enemy world will learn 
of this confession with great sat- 
isfaction and adds: "If Herr von 
Strnnz has been paid for his book 
by enemy agents he could not 
have worked better into the 
hands of the enemy countries. 
The book, says the Vorwaerts, is 
proof of the criminal activities 
of certain Pan-German circles 
which now openly boast that they 
had longed for this war as their 
greatest happiness. 


HAMBRECHT IS 
CALLED TO AID 
IN LABOR PLAN 


Wisconsin Industrial -Head 


to Help in Employment 


Bureau Work 


Chairman George P. Hambrecht of 


the Wisconsin industrial commission 
has been 
unexpectedly called to 


Washington for a conference with 
federal officials regarding the estab- 
lishment of government employment 
offices in all cities of Wisconsin hav- 
ing a population of ten thousand or 
over. 
Mr. 
Hambrecht 
left 
for 


Washington yesterday. 
Under the 


plan proposed a. number of new em- 
ployment offices will be opened in 
Wisconsin-before August 1st. It is 
understood that the government of- 
ficials will dispose of private labor 
agencies' by establishing a system 
of bureaus throughout the state un- 
der the supervision of the Wisconsin 
industrial 
commission. Wisconsin 


will be the first state to have such 
a system. 
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;sd of the air force for trained men 


•-•nr, finished material so urgent as it 
•is today." He added: "It has been 
said loosely that the Allies are mas- 
tors- of the air and have achieved 
s-ipremacy in flying. But the aerial 
situation is too fluid to justify such 
words. As a cold fact, complete mas- 
tery of the air could only come if 
there were no German machines able 
to(tak.e to the air. 


"Superiority is another matter, and 


it 13 trua that at the moment this 
may be claimed by the Allies. For 
example, the British record of bombs 
dropped in April shows twelve to one 
against the Germans. The present 
superiority can be maintained and 
must be maintained not only on gen- 
eral-grounds, but particularly for the 
development of the new tactics o 
the low-flying airplane. 
•'' 


"What is needed is more machine: 


and more trained men, and it is the 
people, the men and women of the 
Allied countries, who in the last an 
alysis must give or withhold effect 
:ve superiority in the air. 


PATON MC'GILYARY 
TELLS EXPERIENCES 


Lieutenant's Letter Appears in 


Literary Digest for 


. July 13 


PROMISES MORE TAR 


BEES ATASHLAND 


Detectives and Lawyer Told 


of Fate in Store for 


Them 


CITY MARKET 
WELL PATRONIZED 


! Farmers Come From AH Paris 


of County With 


Produce 


To get this bulletin, clip, fiU out, and send this coupon 


. U. S. DEPARTMENT OF AGRICULTURE 


Washington, D. C. 


Please send Farmers' Bulletin 984 to 


(Name) '" 
'"' '(Street"or R."F.'r>VNo.)' 


(City and State) 


. About twenty farmers, some com- 
ing from Black Earth and Sun Prai- 
rie, brought their produce to the city 
market which had its second open- 
ing Wednesday morning. 
Among 


the articles for sale were red and 
black raspberries at 35 cents for 
two boxes, cabbage at 5 cents a head, 
-peas at 5 and 6 cents a pound, and 
carrots at 10 cents a bunch. 


The market will be open again 


Saturday morning at 7:30 a m 
Wans are under way for opening 
™,.h —-I,.* at the . * . f 


A letter from Lieut. Paton McGil- 


vary, son of Prof, and Mrs. E. B. 
McGilvary, 1920 Arlington 
place, 


appears in the July 13 issue of The 
Literary Digest. Lieutenant McGil- 
vary, who has won the distinction 
of Chief flying officer, tells of 
his 


early experiences at 
an 
Italian- 


American flying camp in Italy. 


The letter in The Literary Digest 


which was reprinted fr~m the Chi- 
cago Tribune, says in part: 


"I'm now a full-fledged 'pilota mil- 


itare" with the Italian military avi- 
ator's license received in a Roynl 
Italian school .of military aviation. 
The brevet proper -consists of sev- 
eral parts. The first is an hour and 
a half flight at above 3,000 meters. 
Or this flight I made 4,100 meters— 
13,100 feet. The second part con- 
sists of a forty-five minute flight in 
windy weather. 
Thi? is great sport. 


The weather was sunny but rough, 
and in rough weather there are great 
bumps and air-currer.ts that make 
aviation quite exciting. They are li- 
able to throw the machine up on its 
"ear" at a dangerous angle, then im- 
mediately tilt you up in the opposite 
direction. I hit a down current ov- 


that dropt me down 200 


That lawyers and detectives who 


attempt to check lawlessness had 
better look out was the statement 
made by George Buchanan, who has 
just been dismissed in the tar and 
feather cases at Ashland. The case 
was given-a preliminary hearing at 
Ashland on Tuesday and Wednes- 
day, which- resulted in the municipal 
judge dismissing the cases. 


During a recess of court in the 


afternoon, Buchanan informed the 
Madison - detectives accompanying 
Mr. and Mrs. Anton to Ashland 
from Gary, Ind., that they better 
leave the city that night if they did 
not want to be mixed up in a real 
tar and feather party. When asked 
by Attorney Wm. F. Shea, repre- 
senting the state, why he made 
such a remark, 
Buchanan replied 


that he had no time for men em- 
ployed, as detectives or lawyers for 
parties of .pro-German proclivities. 


Buchanan is an Insurance agent 


S.QT the New York Lifo Insurance 
company and Gay, a housemover, 
and both are well known Ashland 
citizens. They were arrested charged 
with being implicated in the An- 
ton tar . and feather party shortly 
after it occurred. 


Attorney General Haven will prob- 


ably ask to have Buchanan taken 
before the circuit court. 


H 
X 
H. 
X 
H 
X 
M 
!E 
H 
X 
H 
X 
H 
X 
H 
X 
H 


XH 
XH 
X 
H 
£ 
H 


BECKER HERE ON 


WAY TO EAU CLAIRE 
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Cor. State and Dayton fits. 


ALWAYS BUSY —THERE'S A REASON 


July Clearing 


DEDICATED TO RICH AND TO POOR--THE WIVES OF THE 


WORKMEN, THE PROFESSIONAL MEN, AND EVERY- 


BODY ELSE WHO WANTS TO SAVE MONEY. 


FRIDAY AND SATURDAY 


WILL BE BIG DAYS OF THIS JULY CLEARANCE SALE. 


WE HAVE AN IDEA. THAT IDEA WILL BE THE MEANS OF SAVING 


HUNDREDS OF DOLLARS TO THE WOMEN OF MANY PARTS OF THE STATE 
OF WISCONSIN. 


IN ANNOUNCING OUR BIG BUYING OPPORTUNITY 
FOR FRIDAY AND 


SATURDAY, WE WANT TO AGAIN REMIND YOU. 


REMEMBER THAT MERCHANDISE COSTS ARE STILL GOING HIGHER 


—AND THAT MANY KINDS OF MERCHANDISE CANNOT BE HAD AT ANY 
PRICE BY THE TIME OUR NEXT CLEARANCE SALE COMES. 


WE CAN SAY WITHOUT FEAR OF MISLEADING OUR OWN CUSTOMERS 


THAT NOW IS THE TIME TO BUY FOR SIX MONTHS, THOSE THINGS WHICH 
CAN BE BOUGHT IN ADVANCE. 


EXTRAVAGANCE AND WASTE .MUST BE ELIMINATED. IF YOU TRIFLE 


WITH THE THORN OF INDIFFERENCE IT WILL SCRATCH AND PRICK YOU 
"BY THE SWEAT OF THE FACE SHALT THOU EAT BREAD." 
IT MAY BE 


TRUE THAT XO MAN DOTH WRONG FOR WRONG'S SAKE, BUT HIS SEL- 
FISHNESS MAKES HIM DO IT TO PURCHASE PROFIT AND PLEASURE FOR 
HIMSELF. 
SUCH PEOPLE ARE AS UNSTABLE AS WATER. 
IT IS GOOD 


NEWS BUT NOT TOO GOOD TO BE TRUE, THAT PATRIOTISM IS COVERING 
OUR GREAT LAND LIKE THE DEW; PATRIOTISM IS INVISD3LE BUT Vy 
INVINCIBLE SIGN OF GREAT STRENGTH THAT WILL HENCEFORTH LE AD 
TO THE WORLD'S LIBERTY. 
. 


THERE IS ALWAYS A CENTER TO EVERYTHING, OUR JULY CLEAR- 


ANCE SALE IS THE VERY CENTER OF BUSINESS IN MADISON WHILE'i\ 
PROGRESS. 
OUR DEAR READER, IF YOU WISH TO KEEP SOME MEAL IN 


A OUR FAMILY BARREL. AND OIL IN THE CRUSE, YOU MUST NOT HALT 
BETWEEN TWO OPINIONS. THIS YEAR, AS NEVER BEFORE. OUR JULY 
CLEARANCE SALE HAS FOUND PROVIDENT HUMANITY W'AITiNG HUNGRI- 
LY FOR OUR SALE TO OPEN. THE BIG VALUES WE ARE OFFERING FOR 
FRIDAY AND SATURDAY (AND A FEW OF THESE PRICES WILL BE QUQT- 
ED ™T,THIS SPACE TOMORROW) WILL BE SNATCHED UP IN A TWINKLING. 
WE ARE STANDING SHOULDER TO SHOULDER WITH THE BUYING PUB- 
^^F OF THE mGH PRfC3S Y°U MUST PAY ELSEWHERE. 


i FIND OUR JULY CLEARANCE SALE BIGGER AND BETTER THAN 


wnoK-Txr- ^Vr,CTANNOT GET HERE EARLY TOMORROW OR SATURDAY 
MORNING, COME LATE, BUT NOT TOO LATE. 


3 
HI 
H 
Z 
H 


H 
X 
JiI 
H 
X 
H 
S 
H 
Z 
H 
Z 
H 
Z 


H 


o- --.«..> ~x*-x~n,i, Monroe, under 


indictment for alleged violation of 
the espionage act, was in the city 
Thursday morning, enroute to Eau 
Claire, where he will be tried before 
the United States district court. 


camp;; in the states for men of our 
class. From where I was I 
could 


see the Mediterranean both to the 
south of Italy and to the west—all 
the way across the country. I think 
also that I saw the toe of Italy down 
to Messina, but that-may have been 


OUR SHOPPING SERVICE WILL SHOP FOR YOU 
JSSE? THAT HAS BEEN CREATED TO SERVE THE OUT OF 
TV OMAN WHO CANNOT COME TO THE CITY TO DO iiER OWN 
rA SERVICE HEADED BY A THOROUGHLY EXPERIENCED 
WHO UNDERSTANDS THE WISHES AND REQUIREMENTS OF 


DRESSED WOMEN—A SERVICE THAT WILL GIVE THE SA.ME 


CAREFUL THOUGHT IN MAKING SELECTIONS FOR YOU THAT YOU 
YOuRSELF WOULD GIVE. 


VALUES— 


THE ADVERTISEMENT IN THIS SPACE TOMORROW FOR SATURDAY'S 


SELLING, THE SECOND SATURDAY OF OUR JULY CLEARANCE SALE, WILL 
TELL YOU OF MANY DECIDEDLY UNUSUAL 
VALUES - 
EVERY 
ITEM 


AND MANY MORE OF WHICH SPACE WILL NOT PERMIT THE TELLING- 
HAVE EITHER BEEN SPECIALLY PRICED OR HAVE BEEN SPEC [ 4.LLY PUR- 
CHASED FOR SATURDAY'S SELLING. BY ALL MEANS SHOP IN EVERY 
SECTION—SPEND LESS MONEY FOR BETTER APPAREL AT HILL'S SAT- 
U X\UA. l • 
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meters just'like a shot—for .the imagination. It is a fact that I saw 
««u_in A,;__V _jj _ . . . . » 
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e o w 
school grounds m the Sixth ward 
Mrs. A. 0. Fox Is in charge of the 
sales. 


WELLS- NOT DRY 
MAKE CONNECTION 


West Main Street Residents 


Thought Water Famine 


Was He^e 


"Have the city wells gone dry?" 
ihis and many other 
similar 


questions were asked this momine 
when 
the residences .and 
office 


JWldings on West Main 
stract 


round no water in their faucets la- 


whole timerof a couple of seconds I 
was hardly on the seat—but then 
again you are just as liable to Jiit 
an up current that will lift you up 
ike a bat out of a box. 


"In spite of bad falls and' total 


wrecks of m"achines,-not one Ameri- 
an ha s been 'injured badly here. The 
talians claim it is Yankee luck, for 
uch a record is quite remarkable. 
t seems that the tests we had to 
ubmit to in the physical examina- 
ion in the states must have been 
very good, for none of-our men have 
failed to qualify in the -altitude work 
.because of defective physiques. 


"The third part of the brevet con- 


sists in flying to a strange aviation 
field not far away and alighting 
there, for practise in landing in un- 
known places. The fourth consists 
in "shooting for the square," or what 
the Italians call the "rettangolo," 
This is an area of 40 meters by 120 


the heel of Italy very plainly. 


"The temperature up .there 
is 


some 45 to 50 degrees colder than 
on the ground, and that day the 
ground temperature was 54, so that 
the temperature up there must have 
been about 5 degrees above zero. 


"At Rome we had a time. 
There 


is, everything to buy and see. We 
did both with a vengeance. I bought 
a beautiful camera—about a $100 
value at home—for only ?35; a pair 
of calvary boots-, about $40 value at 
home, for $18; a suitcase of enor- 
mous proportions and superb quality 
of leather for $12. In addition I 
bought sundry things that add much 
to the comfort-of life. 
' . 
| 


"In addition we saw Rome as a 


quick tourist would—St. Peter's with 
all its wonderful mosaic work, its 
infinite supply of most exquisite 
gold and marble. Then there was 
the Vatican—the paintings of the 
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CLEARS $118 FOR 
ITALIANJ{ED CROSS 


Bersaglieri Society Sends Pro- 


ceeds of July 4 Celebration 


to Washington 


meters, marked off .with white lines | world's greatest artists, the originals 


* he 
station show- 


This space is contributed by The Capital Times, Madison, Wis. 


j 
- 
ed that there was a plenty supply 
n the wells and the city hall . :n- 
ormed anxious residents that 
» 


connection was being made at th? 
Y. M. C, A. building and that 
the 


•supply would be turned on soon. 


MRS. G. J.,WEIGLE 


IS MUCH IMPROVED 


Mrs. George J, Weigle, wife "of 


the state dairy and food commis- 
*sioner,..Js recovering rapidly from 
an operation at St. Mary's hospital 
early this week. 
On Sunday Mrs. 


Weigle complained of illness at Mil- 
waukee, but it was not until she 
had returned to Madison that an op- 
eration WM deemed necessary. 


and the game is to 'cut off your mo- 
tor at 1,200 meters—3,300 feet-fas if 
your motor had- failed, and it was 
necessary to make a forced landing 
in a small field. One is given two 
trials at the square, and then must 
hit it twice in succession—a stunt 
that requires quite good jcdgement. 


"The last part of the brevet is the 


real test. It is a 260-kilometer (150 
miles) cross country flight, leavinc 
our camp by a given route, land- 
ing, getting gasoline and oil, depart- 
ing, and returning to our camp again. 


"The whole trip consumed about 


five hours with a little more than 
four hours in the air. In this flight 
it is customary to try for as much 
altitude as possible, though the re- 
quirement is that~one must stav for 
only an hour and a half over !s;000 
meters. I made in my 'flight 4,800 
meters—15,700 feet—and tied the 
record made at this camp by Ameri- 
cans up to that time '(this was in 
December). Since my 
flight 
the 


American record has be'sn broken by 
J 
S 
, who you will re- 


member was my "side-kick" at the 
ground school in America and with 
whom. I havo been chumming ever 
"nee. J- •' -..- made 5,100^ meters! 
"These altitudes are; about twice 


the height they attain in the flying 


of famous sculptors' work; the Sis- 
tine chapel with 
Michaelangelo's 


masterpieces—tap much for descrip- 
tion. Tpen again there were the 
Colosseum and the ruins of the olc 
Forum; the wreck of the theater in 
which Caesar was assassinated; the 
old pagan tempics; the garden of the 
vestal 
virgins—absolutely 
every- 


thing. And the catacombs—dark, 
dirty, and dire—suggestive of the 
terrible existence of the poor crea- 
tures that must have lived there at 
various times in the dark parts of 
history. 
'. 
. 
-^ 


"Then there was the lighter side 


of life—the nights of revelry, with 
real civilized' food, in 
music and 


amusements that -men stranded in a 
wilderness would enjoy lor a time 
alter a spell away frqrn^ civilization. 
We lived like kings and hud the time 
of our lives. Already I have seen 
a little of Turin and Bologna—and 
my verdict, is that Italy is the trea- 
sure-land of the. "world. Rich 
in 


wealth and beauty, in people 
of 


brains and 
charm, 
of 
physical 


strength and character, .and sensible 
in their mode^of living, I'm for them 
through and through." 
(The Literary. Digest, July 13, 1918, 


;Vol. 58,, No. 2, Publishers, Funk 


and Wagnallia company, New York. 


The Italian celebration at Brit- 


tingham park, July 4, cleared ?1W 
for the benefit of the Italian 
Red 


Cross,"according to the 
announce- 


ment of the committee .in charge. 
The fund has been seirt to Washing- 
ton, D. C., to those in charge of the 
'italian Red Cross. 
The program 


was given under the auspices of the 
Bersaglieri society, B, Stabile, pres- 
ident, and an augmented committc". 
"Y" CORNERSTONE 
LAID BY_WORKMEN 


No Ceremony Marked Occur- 


rence; Committee Was 


Not Present 


CLOSED FACTORIES 


FORM ASSOCIATIONS 


German Shops Take Unique 


Step in Economic 


History 


The corner stone of the new Y. M. 


C. A. .Building, Washington avenue 
and Fairchild street, has been .laid. 
No formal program marked the oc- 
currence and it was not even wit- 
nessed by the members of the com- 
mittee in charge. 
The^stone was 


laid just in due course of the tinu 
as the workmen came to that part' 
of the .structure, according to F. 0.' 
Leiser, Y. M. C. A. general secre- 
tary, who said it was laid some time 
during this month, but the exact 
;hne was not known. 


^The red triangle, the emblem of 
:he organization, and the letters, 
Y. M. C..A. in dark blue mark the 
;wo sides of the stone. 


WASHINGTON — German 
fac 


APPLETON — Joseph Omstein o 


this city, whose parents are in the 
toriea have been forced by the war 
to shut down are forming trade as- 
sociations unique in the 
economii 


history of the world. Consular dis 
patches received here tell of the or 
ganization of the "Association of 
Closed-down Cotton Weaving Facto- 
ries." with headquarters in Dresden 
which is being joined by many im- 
portant concerns. 


The Association, hopes to 
obtain 


for the idle corporations a represen- 
tation proportionate to their num- 
ber and importance in the war eco- 
nomic organs, so that questions af- 
fecting their whole-existence shall 
not be decided" exclusively under the 
influence of the going concerns. 


Government officials said the re- 


ply of the German government would 
be on of the most interesting ec- 
oromic phases' of the war, as indi- 
cating what plans are in the making 
for safeguarding industry at large 
for the rehabilitation of the country 
after the- war. 


Have you ENLISTED in -the Ar- 


my of Saver* ? Buy War-Savings 
Stamps I 
• 
- 
. 
. 
j 


STREET PLUSHER 


DUE TO ARRIVE 


Street Superintendent George Sul- 


livan has received a telephone call 
from Milwaukee stating that the big 
1200-gaIlon street flusher and sprink- 
ler, the purchase of which was au- 
thorized by the city council last ^in- 
ter, will be driven to Madison from 
Milwaukee and win arrive here eith- 
this morning. 


The new flusher MS a product of the 


White Motor Car company and is 
valued at about ?6,000. It will be 
given a thorough test before pay- 
ment is allowed. It can be operat- 
ed., by 
one man. Superintendent 


Sullivan intends to use it for flushes 
the streets at night and for sprink- 
ling-during the day time, especially 
during the nexl few hot raon-hs. 


BUYTHB:IFT STA3IPS 


and Brown's Trunks, Bags. 
and Luggage — both good 
investment). 


Brown, The Trunk Man 
Phone 758 
206 E Main St. 


PLUMBING Jjfn 
GAS FITTING 


All work 
KKxruntwd: FRK2 rstl- 


m&te» furnijhed on any jc!> 


F. WIGGLESWOHTH 


Licensed Master Plumber 


PhoE« Budg.r 6050 R«. Phone <669 


loll 'Monroe St. 


Advertising 
Builds 
Bigger, 
Better 
Business 
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Kntertaincd at Shower 


-, Muudc Miller, 329 West Wil- 
• r,>et, entertained at luncheon 


i ijncu 'shower last evening for 


?;'" Frank Ileiinerl, a recent bride. 
Mu-'ic '>'i 
(1 Games -furnished the en- 


;:rt°i:umeiit for tho evening. Thdso 
vert were Mrs. Jenny Wilder and 
i-''" Misses I-1"'11 
Daurhammer, 


i?!;,uic'.Mo"rris, Gcncvieve O'Conneil, 
v.'.-.i Cn'voll, Harriett Huntington, 
ir'iuidu 
Torhaugh 
Blanche an' 


Muiiiie' Miller. 


Dance at Edward's Park 


.\boii: i'lf'V couples were presen 
.'•H iiW.w'given at Edward's par 
!.'•• e, e'lins- The largest dance o 
!j'V <i-as'pii 'was held last Saturdav 
'vo'i'i-.l-'when ninety couples danccc 


A ..'.|«i'lior of house parties from Chi 
'.,..'.'ii";i:iil Kockford are in camp a 
ii'o r.irk «nd add greatly to the peo 
riV.'«•;•..- attend these dances irom 
I'h ii.-wM. Thompson's orchestra fur 
•V'<hes the music for all the dance 
a;" Edward's park. 


Gave Farewell Party 


A. hrvwell party was given at th< 
' 
of Mrs. Clarke. 307 North 


street. Tuesday evening 


'•',,' Lewis 0. Clarke, Jr., who leave 
for I'.rup Grant July 24. The occa 
-.'•» was siUo Mrs. Clarke's birth 
jay. A pleasant social hour wns 
<"e:U :if'-i'V which 
light refresh 


••'oiits v.'crc served. Those presen 
tti-ro Mr. and Mrs. T. Buttsen, Mr 
•<-•> Mrs. Thco. Waterman, .Mr. and 
jiri.'lvJ. Urattrud, Mrs! Al Felly 
Mr< 1.. Hu:ider, Miss Gary Billig 
Xi.ij A:-..-. Fhitiri, F. D. Thorsten anc 
Mrs. Ju!i:i Nordmeyer, St. Louis. 


EVENTS OF FRIDAY 


Afternoon 


Relief corps meets at Capitol 
Swedish Lutheran picnic at Ten- 


ncy park. 


Evening 


Dance at French house. 
! Student dance at Bernard's park 


•nor.r 
' 


Dance at French House 


An iritV/mn! dance is to be given 


nv tho students at the French house 
iii'r.itora 
court, 
tomorrow night 


About oO younjj women have invitee 
j-ucsts. There will also be tables 
for LTirds for those who do not dance 
and supper will be served during the 


I'irr.ic at Bernard's Park 


The 
Madison 
Kipp Lubricating 


ron-.puny will hold its annunl picnic 
,r. Dcrnuni's park on Saturday. The 
fm;'lt>yos of the company ant! their 
:'3:i::;fes ar.d friends will meet at 8 
o'clock in the morning. There will 
ic races, games and baseball games 
for .special features. 
In the uftsr- 


-con on 
1.' of Thompson's orchestras 


mil furnish the music for dancing, 
Tho committee in charge of the af- 
fair i? composed of Keyes McCurdy, 
Charles Norton, 
Alvin Kidd 
and 


llar.'ei Ford. The company will ar- 
raai, 
rt! for the transportation and «I1 


oiher expenses. All the people will 
brin^ basket lunches. 
• * * 


Hfcki-v-Ileplinger 


Mr. r.r.d Mrs. John Hickcy, 22 


N'or-.h Bnssett street, announce the 
rmrriacc of their daughter, Miss 
De!!a, to W. R. Eeplinger, which 
took pinc-f hist August in Chicago, 
sr-.ii has been kep: secret over since 
i.v.i 
time. 
Mr. Replinger sailed 


r-.-r.-iitly for France. 


F.iviil-Tillot.son 


".'h: :i;;irriacr(> of Miss Ellen Favill 


ii !->.ir.k Tillotjon took place this 
i.M;T.oon -.:'- 5 o'clock at the home 
"'• '.he bride's 
father, 
Stouphton 


V?"i\l. Lake .Mills. Dr. John Favill 
por^rmei! the 
ceremony. 
There 


»'-,".'c r.o attendants. 
The -wedding 


"-••eh was played by Miss Mildred 
f'.-.vil ' The couple 
will live at 


'rranite Ridge farm n'nd will be at 
™-.i- ;:f:cr September 1. 


.M:ss Fa\ ii; graduated1 from Law- 


roi.cc co!:c-i:e u-ith the class of 1913. 
••jr. Tillo-.so.i graduated from 
the 


tn;vcrsity of Wisconsin with the 
":«" n: i:in. 
He is n son of eAr. 


:•••:•'. .Mrs. K. G. J'illotson, Briar Kill. 


* 
* *. 


liofjers-Wolfe 


The marriage of Miss Mary Helen 


Mgcrs, rla-jKhtcr of Mr. and Mrs. 
James Rogers, Lawn place, tc En- 
;|K^John Henry Wolfe, U. S. N. A. 
'• f • is :o take place this evening 
"'• i.'.c ho::ie of the bride's parents 
•} ?.o(-kf(,,.d. The Rev. Hamilton of 
"!o_r:r-t Presbyterian church will 
".-rim:! the ceremony. 
..-rxrr:, Wolfe is a graduate of the 
'.a:-.-(.!-j;i.y Of Wisconsin and..was'su- 
r-' 
1".-;to::.,;cr^t of the 
Eockford Gas 


ric company before enter- 


day at Greenville, S. C. where Mr. 
Vogel was stationed at Camp Sevier, 
a member of Company G. Mrs. Vo- 
gel has returned to 
live with her 


parents as her husband is to sail 
s.oon for France. 


« 
* 
* , 


Dance at Bernord's Park 


The regular student dance will be 


given at Bernard's park on Friday 
evening. One of Thompson's 
first 


orchestras will furnish the music. 
* 
* 
* 
j 
^ 


The Baby Army 


Mr. and Mrs. Albert O. Olson, 


1S58 
Buena 
Vista, announce the 


birth of a baby girl, Vivian Eliza- 
beth. A boy has been born to Mr. 
and Mrs. George Waddock, July 17, 
at the- Stoeber hospital. Mr. 
^nd 


Mrs. 
John Storck, McFarland, an- 


nounce the birth of a son. 


Miss Rogers grad- 


: ror; DePauw .and from John 


"'.•••'ii i:i 1917. 


Ncss-VogcI 


:°i ,-:i-('ment is made of the mar- 


., 
';; -''i" Venora Ness, daugh- 


•>• o. .:.. !in.| jirs j.ians ^es3j 2253 


;iv'--'H;", to Julius Vogel, son 


Mrs. Hugo Vogel, 748 


>'., which took place Fri- 


KRYPTOir 
**. GLASSES JL\. 
THE INVIS13LE BIFOCALS 


'\!'.MTOKS (pronounced 


''i.'-'.'K'ks) enable you to 


''Hj'jfi 
your 
vision 
in- 


.'.r.' 
1'"''- 
1'" iVori near to far. 


! 
:l<.'.'' 
r.'-e 
entirely 
free 


'r|H:i the stem or hump of 
u":-r:isr.ioned bifocals. 


Optical Co. 
Mata Street 


PERSONALS 


Miss Cora 'King, Merrimack, 
is 


visiting 
her 
sister, Mrs, Edjar 


Quinn, 113 South Carroll street, 
o 
* * 


Mr. and Mrs. Herman 
Bergo'd 


126 East Dayton street, visited re- 
cently at the home of their cousins, 
Mrs. 
George Premo and Mrs. Daniel 


Crosby, Merrimack. 


Mrs. C. N. Meado of Mndison is 


visiting friends in Albion. 
* 
* * 


Mrs. Amos Barren 
an1! daugh- 


ters, Clara and Arlienc, 831 Ccntci 
avenue, are visiting at the home of 
Mr. and Mrs. Fred Bisch, Kirkwood 
* * * 


J. S. Bloostcin who was vi.;iti-<p. 


relatives here, 
left this 
moraine; 


r Camp Pike, Ark. 
+ 
* 


Russell Pyre, 606 South Brear'y 


street, is visiting at tho home of his 
mother, Mrs. James Pyre, Edgertori. 


m 
* 
* 


Donald Dohr, who is stationed 
in 


New Jersey, is spending a short 
'urlough at the home of his parents, 
Mr. and Mrs. T. C. Dohr, 138 West 
Jorham street. 


* 
*. * 


Mrs. Mary Kemp, 110 East Day- 


on street, is visiting at the home- 
>f Mrs." Lill Porter, Cooksville. 
* 
* 
v 


Sttwart Fielder, Whitewater, lias 


xccepted a position with the Burgess 
hemical company. 
* * * 


Miss Lvllian Kupfer. 113 North 


Jlnir street, has returned from Chi- 
ago where she visited at the home 
)f Miss Florentine LaFrentz aid 
VIr. and Mrs. John Emery. , 
* * o 


Miss Francos M. Enger, 1231 


Farewell avenue, Rogers park, has 
"one to Camp MacArthur, Wa^o, 
'e::., as laboratory technician in tho 
ase hospital. She is a graduate of 
he" University of Wisconsin. 


IX 
¥ 
* 


Mrs. C. A. Harper, 15 East Wil- 


on street, is visiting at the Dr. F. 
'. Bowman farm, and will retu-vi 
aturday. 


M 
# 
* 


Theodore 
Montague, 221 Lake 


•awn avenue, has gone to spend 
.1 


ew days in Milwaukee. 
* * * 


Eugene Ne'be!, son of Mr. and 
Irs. E. H. Nebel, 23 North Hancock 
treet, who recently enlisted 
frr 


overnmcnt service, left Monday for 
efferson barracks, where he 
will 


train in the medical reserve corps. 
v 
* * 


Daniel Shiels, brother of 
Mrs. 


WOMAN, SEEKING PLACE 
AT BAR, CHEERFUL AFTER 
THREE 
DAYS' 
DRILLING 


Miss Almani Barry, Milwau- 


. kee, the one woman, who with 


48 men is writing the law'exami- 
nation which has been given for 
the past three days in the as- 
sembly chamber of the capitol, 
was still able to smih when she 
left the examining room this 
noon after five half-day sessions 
of continual writing.' 


"You 
know, law'takes in so1 


many subjects," she said, "that/ 
you might know all about some: 
.of them and entirely miss out on 
the others," she said . in com- 
menting upon, the stiffness of 
the exam. 


"But the ones you do know 


will 
probably 
counterbalance, 


all the ones you don't," said h«r 
companion. 


"Well, I hope so, but there are: 
two questions that I know' I 
didn't get right."' 


Miss Barry was very modest 


in talking about 
herself and 


much preferred to tell of the 
success of othtr 
women who 


had • taken the examinations in 
previous years. 


Miss Barry, who is at present 


stenographer for the Milwau-: 
kee law firm, Hoyt, Goflf and Mc- 
Mahon, has been studying law" 
at nights 
for the past three 


years at Marquette university 
ar.d is here taking the examina- 
tion given to. four-year students. 


She 
took .up 
stenography 


about three years ago to help 
pay her expenses through law 


' school. 
"' 


'•But, when do you get time 


to do any studying?" she was 
asked. 


"0, I just have to find time 


for that. I study when there 
isn't anything else to do and- 
that isn't very often when you 
are a stenographer, as they keep 
you 
very busy,. 
But I have 


picked up^ a lot of "'.knowledge 
by ji^st working' in a law office.' 
I have found that out since I 
have been writing the examina- 
tion. You see, I ani taking a 
four year examination on three 
years' preparation so, it won't be 
surprising if I don't pass: But 
if 1 have to take it over next 
year it will not be such a strain 
as I will know what it is like. 


"I don't want to say anything 


about what my * plans are, be- 


f cause I may not pass the exam- 


ination; and so I am not plan- 
ning tco much now." 


But even a lawyer can get 


twisted 
up, especially 
in the 


state capitol, and 'Miss Barry 
found herself i at the end of this 
conversation, at the Main and 
Pinckney street corner instead 
of Mifflin and Pinckney streets, 
where she thought she would be. 


If courtesy has anything to 


do with it, the west -\vir.g eleva- 
tor operator is sure Miss Barry 
will have no trouble passing the 
examination.- 
"They sure ought to give you a 
diploma," he remarked 
to his 


interesting1 "client" this noon as 
she rode down to the main floor. 


Bernard 
Fischer, North 
Hancock 


street, enlisted for government ser- 
vice and left Monday for 
Chicago 


to begin 
special training at the 


Lewis institute.* * * 


Mr. and Mrs. J. E. Kleiner and 


daughter, 
416 
South 
Paterson 


street, returned yesterday from 
a 


motor trip to Holy Hill and Milwau- 
kee. 


Mrs. Frank Holton and son are 


guests at the former's parents, Mr. 
and Mrs. John H'orkan, Reedsburg. 
* * * 


Mrs. J. A. Dunlop, 114 North Hen- 


ry street, is a guest at the home of 
Mrs. Howard Rhodes, Lancaster 


Walter Butterfield, Antigo, 
WJ-.s 


a guest last week of his mother 
Mrs. E. E. Butterfield, South Pinc1-:- 
ney street. 


CJ-TTBS 


The Lucius Fairchild Relief corps 


„!!! meet in the G. A. R. rooms in 
the capitol al 1 o'clock tomorrow. 
There will be some Red Cross work 
done and all members are asked ,to 
bring thimbles, needles and scissors. 


The 
Women Foresters of 
St. 


James' church will resume.their reg7 
ulsr meetings tonight at the home 
of Mrs. A, Meisekothen, 1211 Mound 
street. 
f , „ 


A picnic is arranged at Tenney 


park Friday afternoon by the ladies 
of the Swedish Lutheran Gloria Dei 
church. Parents are asked to bring 
or send their children. 


GEN. MARCH GETS 


BRITISH MEDALS 


WASHINGTON — King George 


hns awarded the: Knights 
Grand 


Cross of the Distinguished British 
Order of St. Michael and St. George 
to General Peyton C. March, chief of 
staff of the American army. 


$1,400,000,000 
IN. FOOD SENT 
TO E U R O P E 


United States Ships That 


Amount to Allied Armies 


and Civil Population 


WASHINGTON—Food valued at 


approxiraatoy 
$1,400,000,000 
was 


sent to the allied countries -from the 
United States during the fiscal year 
which ended June 30, Food Adminis- 
trator Hoover wrote .President Wil- 
son in a letter made public today re- 
viewing the work of the food ad- 
ministration. The shipments repre- 
sent those <made for the allied ar- 
mies and civil population, Belgium 
relief, Bed Cross and the American 
military forces. 
The figures indi- 


cate, Mr. Hoover told the president, 
the measure of effort of the Ameri- 
•can people to provide the allies with 
food supplies'. 


The shipments of meats and fats 


were 3,011,100,000 
pounds, an in- 


crease of 844,600,000 
pounds over 


the previous year. 


Of cereals, 340,800,000 bushels 


were sent, an increase of 80,900,000 
bushels. The shipments include 131,- 
000,000 bushels of wheat and 13,900.- 
000 bushels 
of rye. Ten million 


bushels of wheat, it is estimated, are 
now in port destined for Europe or 
en route, making the total of 1917 
wheat 
shipped 
about 
141,000,000 


bushels, or 154,900,000 bushels of 
prime breadstuffs. In addition, 10,- 
000,000 bushels of wheat were sent 
to neutrals. 


GARDEN STUFF GOES 
TO WASTE; ROWS 
OF VEGETABLES LOST 


Food i» being wanted in Mad- 


ison. 
: 
• ' • . 
• ••" 


. On the corner of Mpnonm ave- 
nue and Doty street are a num-. 
her of,war gardens which have- 
been put in with a view'of pro- 
ducing food >o that 
the army 


may have plenty. The owner 
of the land has given the. me 
of the lot and some of the gar- 
deners have raised some bum- 
per crops. 
Others evidently 


put in the seeds, hoed the weeds 
for a time and then left 
the 


garden to shift for itself. Con- 
sequently whole rows of rad- 
ishes, lettuce and beets have 
gone to iced and are useless. 


One business man whose lo- 


cation is near the place turn- 
med up the 
situation in this 


manner: 


"It is .Tank waste at this 


time to allow gardens to go to 
seed. There a,re ppople who 
would be ifiighty. glad to have 
had those radishes, .lettuce and 
beets when they .were fit to 
eat. 


State News 


GREEN BAY — Green Bay Boy 


Scouts left the morning of July 17 
for their annual camping trip. This 
year the boys .will have their outing 
at Egg Harbor in Door county un- 
der the leadership of Scout Master, 
D. M. Cranston. 


GRAND RAPIDS — Bernard A. 


Schwebke, better known as "Steve" 
in Grand Rnpids, was reported killed 
;»the casualty list of June 7._ "Steve' 
has disproved the idea of his death 
by a letter to friends in this 'city, 
altho-ugli he admits he • was' pretty 
badly wounded. One of his friends 
has .cabled to the hospital 
where 


"Steve" is and a'sks confirmation of 
the letter, to be cabled at the friend's 
expense. At any rate Grand Rapids' 
is happy that "Steve" is safe, be- 
cause "Steve" has said himself. 


WAUSAU — The special commit- 


tee for the Marathon War fund cam- 
paign has received a number 
of 


unique original slogans to aid in the 
war fund campaign. "Up" with the 
fund and "Down" with the kaiaer 
seems to be the principal' idea of 
all the slogans but it is expressed 
in many different ways. "Give them 
a Chance to Sing Yankee Doodle 
Down on the Rhine," "All together 
NOW; 
Heave Ho," "Up with the 


Marathon War .Fund—Down with 
kaiserism and junkerdom," are ex- 
amples of the slogans to boost the 
fund and down the Hohenzollems, 


WAUPACA — The charge of se- 


dition made against Charles Horn, 
county superintendent of the Poor 
farm were dismissed in justice court 
on motion of the district attorney, 
the witnesses failing to show any' se- 
ditious intent on the part of Horn. 
It was 'shown the 
defendant 
had 


bought more Liberty bonds and. Sav- 
ings stamps than had been required 
and that the statements made in a 
saloon June 27 were not in oppo&i- 
tion to the government. 


It had been charged that Horn 


said: "If we lose the war Liberty 
bonds wiH not be worth the paper 
they are written on" and listeners 
ascribed seditious meaning to them. 


WAUPACA — Waupaca gave the 


thirty-six honor men who left f9r 
camp Tuesday a fine sendoff. An en- 
tertainment and 
pavement 
dance 


were given on the court house square 
while the Clintonville and Ipla. bands 
of 18 and 15 pieces respectively ren- 
dered the music. 


HUEGEL & HYLAND 


IS THE TIME TO BUY- 


THIS BIG SHOE SALE 


big reductions in both high and low shoes mean a great saving now, but their 


J- importance will be even more appreciated this fall when these same shoes will be de- 
manding double the prices. In every way this is the most important clearance sale we 
have ever held. 


—DON'T MISS THIS OPPORTUNITY— 
^ 


These Lists Are But Samples of the Offerings: 


Men's 
Shoes 


Men's Gun Metal Blucher 


cut shoes, broad toes, 
regular $5.50 
values, at... 


Men's Gun Metal and Tan 


English Oxfords, all reg- 
ular $6.00 andJfLOJ) val- 


• ues at 


price •"!!.. $4:45 


10% discount on all men's 


work shoes. 


White Canvas, rubber sole, 


dress 
'oxfords, „ regular 


g- 
00.™ 
1".':. $1.85 


Big discounts on all Army 


.Shoes. 


Women's Shoes 


White Canvas High Shoes, $5.00 values, 


at one price 


White Canvas Pumps, high and low heels, 


$8.50, $4.00 and $5.00 values 


Brown English Oxfords, ?6.00 and ?7.00 


values 


Patent turn Oxfords and Pumps, $6.00 ' 


values 


Black Patent and Dull Button Shoes, all $4 


to 93 value*, to close at one price 


One large lot of Pumps and Strap Slippers, 


$3.00, $4.00 and $5.00 values 


Black and Brov/n Vici medium heel Pump, 


$5.00 values . 


John. Kelly's colored Kid Shoes in button, champagne 


with white top, grey -with white top; aiso some lace 
shoes in. plum colored kid with ivory top. These are 
the best quality shoes m our stock and 
sold for from $8 to $12, to close out at.... 


Grey Kid Shoes, broken sizes, regular 
<J»F O(T 


$9.00 values 
(DU.Ot) 


Black and White Satin Pumps, high and low heels, reg- 


ular $8.60 an d$4.00 values, all at 
<j»-l QfT 


one price . 
3jJl.iI/O 


Growing Girls' Canvas Pumps, Baby 


Dolls 


$3.85 
$2.35 
$4.95 
$4.85 
$2.35 
$1.59 
$3.35 


$1.85 


Big Seductions in Misses' and Children's High and Low 


Shoes. 
Misses' and Children's Sandals 


at $i;15, $1.25 and. . . . . 
................ 


Boys' Shoes 


Gun Metal Button Shoes 


with guaranteed Linden- 
wood everwear soles at 
the following price re- 
ductions : 


Sizes 9 to 12, regular>$o.OO 


val- 
. 


ues 
....... 


Sizes 


?3.50 
values 


Sizes ?Va to 


$4.00 
values 


Gun Metal English Shoes, 


Neolin and Leather Soles: 


Sizes 9 to 12, 
at 


Sizes 12% to 2, 


Sizes 21/0 to 


51/2, at 


Big discounts on all Boys' 


Army' Shoes. 


d»o 


<J>Q -i r 
tP<J.l.O 


• Save Money Now by Taking Adva-ntage of These Bargains 
All Sale Shoes for Gash;Only—No 'Refunds — No Exchanges. 
H.&H. 
SHOP 


WHERE QUALITY IS HIGHER THAN TH: 


104 King Street 
, 
; "' : 


a PRICE 


111 East Main 


NONPARTISANS ARE 


GIVEN A STAY 


L. W. Martin and Jos. Gilbert 


Get'Decision From Supreme 


V 
Court 


APPLETON — Dean Frederick 


Vance Evans of Lawrence Conserva- 
tory of Music .will soon leave for 
Italy where he will take up work of 
organization of Y. M.'C. A. work. 
There will be a quartet of men in 
charge, all well known in Appleton | 
and Lawrence, college circles. Theyi 
are J. S. Custer, Wilson S. Naylor, 
Frederick V. Evans and his bwther 
H. E. Evans. It is the intention of 
Mr. Evans to bo transferred from the 
Y. M. C. A. work to the singing 
department in France as soon as the 
change can be effected. 


ASKS WATER EXTENSION 
The Wisconsin railroad commis- 


sion today considered' the applica- 
tion of William Stitzer of Eau Claire 
who asked for an .extension of the 
water mains at the municipal plant 
at Eau_Claire. 


Don't bo a SPENDER, 
BE A 


SAVER! Buy War-Savings Stamps! 


PERHAPS 


(By Die Associated Pr»»> 


ST. PAUL, Minn:— L. W, Mar- 


tin and Joseph Gilbert, Nonpartis'in 
league lenders, convinced at 
B«d 


Wing of having made unpatrio*ie 
utterances, today were. granted j> 
stay of sentence for three monthi 
by the state supreme court. The;,r 
appeal from the conviction will prob- 
ably be held by ,the supreme court 
in October. 


Spend, but Spend WISELY! Save, 


and Save EARNESTLY! Buy War- 
Savings Stamps I 


(By the Associated Pr«i») 


PARIS—In 
praising 
the 


fighting, qualities of the Ameri- 
can trojops, Colonel 
de Thom- 


aspon. a military writer, today 
gays he cannot resist the pleas- 
ure of quoting'a passage con- 
cerning the Americans from the 
semi-official- Norddeutsche All- 
gemeine'Zcitmig. -The .German 
paper declared: 
. 


"These American soldiers are 


cannon fodder. 
They are inca- 


pable of standing up to our sea- 
soned troops. America-has been 
powerless to train the forcibly: 
enlisted men she has shipped to 
France." 


The way the American -trent- 


ed a crack German division at 
Fossoy, says Colonel de Thoim- 
:asson, perhaps may. give the 
German writer food for reflec- 
tion. 
- 
. 
• 
• 
• 
• 


SULLIVAN MILK 
COMPANY HEARI 
ON HO, COURT 


Preliminary Inquiry Held 


as Result of Appoint- 


• ment of Receiver 


A preliminary inquiry into the af- 


fairs of the -Sullivan Condensed Milk 
company, for which a receiver 'was 
appointed, is being held before Ref- 
eree in Bankruptcy C. F. Lamb. 


B. G. Edgerton, Oconomowoc, has 


'been appointed received on petition 
of the Farmers' State bank of Sul- 
livan. 
. 
, 


• Testimony regrading the affairs of 
the company has been taken from 
C. B. Batz, secretary of the concern; 
G. A. Batz, president of the Sun 
Prairie bank, and C. L. Keefe, book, 
keeper. 


The Sullivan Condensed Milk com- 


pany has an authorized 
capital 


stock of $200,000, of which S94,0<X) 
is paid in. 
• The company was incorporated un- 
der,the name of'the W. E. Blumen- 
steain company in 1904, with a capi- 
tal of $50,000. 
It made its head- 


quarters in Madison 'before locating 
at Sullivan. 
GOVERNOR GETS 


CALL FOR NEGROES 


Two. new «alls for men from the 


state of Wisconsin were received by 
Governor Philipp today. The first 
call will take practically all of the 
colored.registrants of the state who 
have been held back'bn the lists. The 
calls are as follows: 


(1) 166 negroes to be sent to 


Camp Custer, beginning the'five day 
period Aug. 1. ' 
. 
. • 


(2) .154 men with special aptitude 


for mechanics', to be sent to Beloit 
college, August 15, for special train- 
ing • in gas .engine and radio work. 


Soldier's Lttere 


Sunday, June D, 1918. 


France. 


My Dearest Eolks:— . 


If this was 'an official communique 


I would have, to .report today, as far 
as tny own activities are concerned 
that everything is quiet along the 
Potomac, or wherever I happen to be. 


In fact I have been leading the 


most unwarlike existence imaginable. 
We have moved away from the beau- 
tiful spot of which I wrote you last 
and moved two or three hundred 
miles north and to another sort of 
place I assure you. We have gone 
from the rural ideal to the more ex- 
otic, if you wish. To the north, one 
station is one of the most famous 
watering places in France, and, I 
know, one of the most expensive. 
Wo were up there yesterday on pass. 
It is on the shore and, altho the sea- 
son is sUll early, the beach was dot. 
ted with women in the gayest imag- 
inable costumes, both street 
and 


bathing. My dear you should see 
these continental bathing suits.. How 
long the days are getting'as Bernard 
L. Taylor was wont to remark. The 
war has not appreciably diminished 
the supply of lap dogs, and that sort 
of thing in BO far as my feeble ob- 
servation could discern. The big ca- 
sinos arc still closed as the season 
is not yet open. 
'' 


And yet in the midst of it all, sit- 


ting on the beach playing idly in the 
sand, and smoking the best cigarettes 
we have been able to find in some 
time, one could heav the big guns 
up ahead. The French did not seem 
to be a bit worried. 


All about this station there are 


many big chateaus belonging 
to 


wealthy people. We 
have 
gone 


through one of them and have been 
out to tea and'dinner frequently. I 
lave not been very often as I have 
seen busy—or at'least occupied. I 
lave been assigned to the office and' 
t must say it is much more pleasant, 
than other circumstances of which I 
could write. 
' ' • • • ' . 


I hope you will not get the im- 


aression that I am simply breezing 
around Europe—or France, rather, 
on a, sort of Cook's tour. We are 
daily expecting that our orders will i 


come and then there will be real 
work to do. 


I must tell you of a curious inci- 


dent I picked. up a book the other 
day—one of those books that people 
donate—and I found this name on 
the flyleaf "Fred Staff, Grand Rap- 
ids, Wis., Nov. 4, 1908." I nearly 
fell off the chair. Than yesterday 
a bunch of us dropped into a cafe 
at tea time and had no more than 
taken our chairs when a man came 
up and shook hands, saying .that he 
was an American dentist practicing 
over here. Conversation led to his 
statement that he was a former: uni- 
versity of Wisconsin man—1896.— 
and remembered on inquiry, Frank 
Compton very well. 


Today is a fete day and the, streets 


of the town are carpeted with flow- 
ers and a number of parades, taken 
part in for the most part of small 
children, dressed in white and carry- 
ing huge bunches of flowers. - Al- 
tars are set up all over town and 
the sides of the houses, in many 
places are covered with, sheets and 
flowers hung on them. -J am .going 
downtown in a minute, and. find out 
what it is all about. 
• . 
. 


I am almost busting to tell you 


of the personal—or almost collective^ 
opinion of one of our- Allies 
for 


Americans, and the American opin- 
ion of them, but it is verboten. Suf- 
fice it to say that the French and 
Americans arc more than cordial. 
That is a real love match. Isn't 
it a pity all alliances are not love 
matches—especially when they are 
supposed to be made in heaven. 


I have not been able to write as 


many letters here as I wish I might 
—perhaps it is my own fault—but 
shortly'! will get my bearings and 
establish a routine correspondence. 


Ti-as never in better health in 


my life. 


Always, 


Private Alex F. Jones. 


50,000 LABORERS 
STRIKE IN ARGENTINA 


(By the Associated prw«) 


BUENOS AIRES (Wedne«dmy)— 


Labor unrest in Argentina hat been 
aggravated by the strike of 60,000 
laborers. This strike waii ordered 
by the Federation Regional Argen- 
tina, which controls 250 labor tin-; 
ions. It ii stated that some of the 
labor organizations involved in the / 
strike are allied with the federation' 
of the five congress, which was ex-', 
pelled from the national labor or-i 
ganization because of its anarchiitie • 
tendency. 


A D V E R T I S E M E N T S ^ 


CAPTAIN NEGLECTED 


DUTY, IS CHARGE 


(By the Anociated Pre») 


WASHINGTON 
— 
"Unskillful 


navigation and neglect, "are charg- 
ed against the captain and pilot of 
;he steamer Columbia in a prelim- 
nary report to, Secretary RedfieW 
by the local inspectors on the Dlinois 
river disaster which.caused the ICE-S 
of more than ninety lives. 


1200 New York Doctors 
Fighting Poison Gas. 


Do you know that you folks at hoot 


as well as the brave beys ' 'over there'' 
are menaced by "poison |;as"—the 
insidious land that Ittals away health 
and the joy of living, in the perpetually 
recurring-disturbances reiolting from 
x gamy, sour stomach. 


1200 New York phyriclanj rejnluly ' I 


prescribe JOHN'S DIGESTIVE 
TABLETS ai the most perfect form 
of relief known for thci• stomach <M 
orders. The TABLETS ire highly 
beneficial for gastric and intestinal 
Indigestion, heartburn, acid or loar'.': 
stomach, flatulence and gasti ic catarrh. • 
They sure do vanish that poison g 
which is the basis of mos-t stomach:.]! 
ailments, as well as banish bad breath 
which usu»lly heralds that gas-filled .-;!| 
stomach. 


Get the TABLETS at your drnf-^J 


store. They insure quick, la sing relief.; 
by taking three to six dissolved in •». • ' 
glan of water or chewed before swall- • j 
owing. Have JOHN'S DIGESTIVE, ^ 
TABLETS handy in the dining room' 
lor chronic cases of gastric or intet-v; J 
tinal indigestion—as one or two TAB-''"J 
LETS should be taken before cacU 
meal 
, 
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of President Wilson to the effect that the Illinois Aurora Bore- 
atis should be returned to his seat in the United States senate. 
The Tiribune appears to fed that something more is needed in 
the senate these days than the pink whiskers and purple spats 
of Jimham. It therefore Inferentially contends that the seat 
should go to one of the owners of The Tribune, the less effulgent 
arid more sedate Medill McCormick. The dictum of the presi- 
dent was sufficient for The Tribune a year ago.. Now, however, 
when the wishes of the president run counter to the wishes of 
The Tribune its orthodox support of the~ executive evaporates. 
Add The Tribune to the ever-increasing galaxy in this country 
with the motto: WE are with the president as long as the presi- 
dent is with US. 


News of the Past 


FIFTY TEARS AGO TODAY. 
Selnav*, rebel-leader, proclaims 


himself emperor of Hayti. . . , Nova 
Scotia authorities arrest an Ameri- 
can in Halifax/for. celebrating July 


Generals 
Grant, 
Sherman, 


Sheridan and Dent touring the West 
together in interest of Grant's- can- 
didacy for president. . . . Bismarck 
buys Lord Broughan's palatial home 


Telephone Cadger 2200 


MADISON, WIS., JULY 18, 1918 
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The Associated Press is exclusively entitled to the use for republica- 


tion of all news dispatches credited to it or not otherwise credited in thin 
paper and also the local news puMisned herein. The Capital Times is lh« 
only afternoon Associated Press paper in Madison. All rights of republt- 
cation of special dispatches herein are reserved. 


. 
I "Lei us have faith that right makes might, and m that faith 


j let m, io ihe end, dare io do our duty as we understand il' 
l_™ 
_™__™_ 
= 
'-* 


WHY DO THEY ATTACK FORD? 


WINNIPEG AND MADISON 


W 


INNIPEG became a great town a few years ago because of 


low electric and power rates. 


The municipality harnessed a great water power 90 miles 


distant and power and light came whirling into th« private home 
and the small manufacturing concern in Winnipeg at a rate that 
made it almost nominal. 


Big industries grew from small ones. Manufacturing con- 


cerns in Winnipeg started in lofts and attics and cellars. 
Power 


was cheap. These concerns grew. They employed more help 


• -from year to year, payrolls became larger and Winnipeg began 


to forge ahead. Nothing contributed more to the success of 
Winnipeg than low utility rates. 
* 
* * 


No town is going to forge ahead that has high utility rates. 


No town is going to forge ahead that has high tar.es. And util- 
ity charges are a form of tax. 
High po^'er and electric rates 


are a tax on industry. High street car fares are a tax on living. 


Nothing is more vital to Madison, from the standpoint of 


future growth than that we have low utility rates. 


* * * 


Tomorrow, before the railroad commission, will be held the 


first hearing on the application of the Madison Railways com 
pany for an increased fare. 


The Capital Times has no animosity against the street car 


company simply because it is the street car company..-. -If "the 
Madison Railways company can show that it is entitled.tp higher 
rates and that the enterprise in other hands could not 4>e oper- 
ated at lower rates we shall be willing to faVor the contention of 
the company. 


We believe, however, that corporations as well as individ- 


uals should make sacrifices in time of war. 
We see nothing in 


the decree that has been laid down in previous years guarantee- 
ing utilities-a-certain earning that is applicable now. Too many 
statutory provisions in the'interest of the people have been sus- 
pended to talk of strict adherence to utility laws. 


And above all we maintain thaf at a time such as this the 


people of Madison should not be called upon to pay dividends on 
water. The railroad commission, we believe, should conduct a 
searching inquiry into the finances of the company and no return 
Except on MONEY ACTUALLY INVESTED should be con- 
sidered. 


. This hearing means much to the people of Madison. There 


is no reason why an unjust tribute should be levied upon them 
in these days when they are asked to make so many sacrifices. 


EVERYBODY OUT 


T 


OMORROW at 1:30 o'clock the third battalion, comprising 
the state guard companies from Madison, Platteville and 


Monroe will parade around the square. They will be led by the 
regimental band. The boys are returning from Camp Douglas. 
Let's get out and pay tribute to these men with the same enthus- 
iasm that we would pay the returning boys from France. Get 
out the flags. Pick out a front seat on the capitol curb for to- 
morrow. 


LAKE MONONA 


S 


OMETHING ought to be done by somebody to relieve the con- 
dition that is prevailing along the north shore of Lake 


Monona. 


The Lake Monona situation has been a matter of contro- 


versy for years. There is one class that contends that the stench 
coming from the lake is due to decayed algae and others main- 
tain that the trouble is due to sewage. One thing is certain,— 
a deplorable condition exists. 


Some day Madison is going to have an epidemic of sickness 


as a result of this annual condition. It would seem that the city 
should take the money which may later go to damage suits and 
use it in dredging the north shore. 
~~ 


This menace should be removed. Something should be done. 


WE ARE WITH THE PRESIDENT WHILE 


THE PRESIDENT IS WITH US 


T 


HE CHICAGO TRIBUNE, parochial and ritualistic in its 
stern adherence to the doctrine of "standing, back of the 


nresident" a year ago, is somewhat riled over the recent unction 


(From the Washington Times, Saturday) . 


Have you noticed 'the particular brand of profiteering 


Government-robbing "patriotsm" that talks so much about 
its own great love' of country ? 


Just at present its agents are busy with Henry Ford, 


the automobile man of Detroit. 
. 


Ford thought he might do useful work in the United 


States Senate and decided to become a candidate. 


Immediately there was a howl from the whole profiteer- 


ing gang^, reaching from the nice mahogany inside office in 
Wall Street, all through a choice collection of newspapers 
of doubtful ownership. 
.'. 
• 
: 


The attacks on Henry Ford have taken every form but 


the truth. • 


Some "patriots" say he shouldn't be sent to the Senate 


because he is a pacifist and "we .want no pacifists in the 
Senate." 


The .truth is, of course, that he is building ships to de- 


stroy German submarines and tanks to override.German reg- 
iments and working for the Government- without profit. 


Other profiteer'patriots say\Henry Ford shouldn't go to 


the Senate because he is "pro-German." 
Ford wisely hoped- 


that the war would end with as little killing as possible; he 
spent his money in the noble effort to bring the war to a de- 
cent end. For such "reason" those who rob, the Govern- 
ment with one hand and fling mud with the other accuse 
him of being pro-German. 


* * * 


Such is the man whom the profiteers denounce. The 


newspapers that they own lie about him as they do about 
others whom they fear. 


You need not -be told why they hate Henry Ford. 
He pays his men too well. 
He" turns the accepted 


proflteering .idea upside down. 


The men that attack him believe that you should give 


your workmen as little as possible and charge the public as 
much as possible. 


Ford's plan is to pay his men generously and sell the 


product of their labor to the public as cheaply as possible. 


He.has, established himself beyond reach of competi- 


tion, not by criminal combination, keeping down men that 
work for him and monopolizing a market, but by good serv- 
ice, marvelous economy based on organization and'on the 
enthusiastic cooperation of workmen well paid. 


The profiteers of the Nation hate Ford and lie about 


him automatically. 


His treatment of his workmen, his building up of the 


idea that those who do the hard labor should get something 
is not^ his worst crime in the-eyes of the professional "pa- 
triots," who, as Johnson we'll said in his dictionary, choose 
"patriotism' as"the last resort of scoundrels." " 


- Henry Ford's unforgivable/crime is the fact that he ad- 


vocates Government ownership of railroads and other nat- 
ural monopolies. 


, 
. 
. . - . . * * ' * 


Their.fight, however, will be in vain. 


. Patriotism is not the monopoly of gentlemen .who are 


serving their Government on a basis'of 500 per cent or 1,000 
per cent profit. 
• 
• 
; 


Wall Street gamblers and profiteers will not blacken 


the character of Henry Ford, who worked for peace while 
there was hope of peace and who works only for his Na- 
tion's victory now. 


You readers of the Times, especially those of you that 


have load this column regularly., need no explanation of 
these attacks on Ford by men who call themselves patriots. 


You know the brand of patriotism that steals fifty mil- 


lions from the Government and gives fifty thousand to the 
Red Cross. 


You know the brand of patriotism'that buys the work- 


men's labor and sells the workman his food and always ar- 
ranges it so that the amount he gets paid for his:work is 
barely enough to pay for what-he must .eat in order to work 
again the next day. 
. 
' 
• 
* * * 


For today, think, over the.case of Henry Ford. Don't 


forget that what applies to Henry Ford applies equally to 
every other man who has ever said a good word for the 
workmen, who ever opposed the theory that a few private 
individuals should exploit the people of. this country and 
own the public properties of the country. 


• 
The profiteering monopolists* day is soon to end; lucky 


if they escape in possession; oi: what they' have already 
stolen. And they know it—much to their bitterness. 


Presbyterian church back in Madison 
making ready to move to New Jer- 
sey. . . . Man here from Cheyenne, 
N. Dakota, says that town has three 
newspaper:; and is going to be big- 
gest city in the state; . . . Madison 
city hall clock repaired and again 
running:. 
« * * 


TWENTY-FIVE YEARS AGO. 
Monona Assembly opened by Pres. 


W. S. Main; chief speakers Dr. Wilr 
bm-Cr^fts and Rev.-Robert Burdette. 


I Officials of defunct Planldngton Bank 
in Milwaukee in court ar.d plead not 
guilty. . . . Another quarrel in Wis. 
World's Fair board. . . . France is- 
sues ultimatum to/.Siam. . . ..Crop- 
reports from Northwest very encour- 
aging. . . . Madison people complain 
of tramp nuisance1. .-. . C. A. Mayer 
wins first place in shoot of Lake City 
Gun Club. . . . No less than 58 en- 
tries in coming Sun Prairie-Madison 
bicycle racs. 


TEN YEARS AGO. 


C. J. L. Meyer, first president oi 


N. W. R. R. dies penniless in Milwau- 
kee, 86 years old. . . . J. A. Kimber- 
ly, millionaire paper manufacturer in 
Neenah celebrates his 70th birthday. 
. . . William Tilley found dead in his 
bed at Brooklyn village with chloro- 
form bottle' at his side. . . . Grace 
church dedicates memorial tablet to 
Dr. C. C. Chittenden,' for 30 years 
the organist of the'church. . . Drive 


I on for funds for Madison Pleasure 
Drive Association. . . . Mrs. Bertha 
Wellis, 1130 Jenifer St., visited by 
her long lost brother Herman Wendt 
of Reedsburg. . . . Mrs. Sophie Ger- 
stenbrai, 2773 • Williamson St., cele- 
brates her Slst birthday. 


NATION PAYS FINAL TRIBUTE TO MAJOR MITCHELL 


Voice of the People 


-THE CASE OF IRELAND 


To the Editor of The Capital Times: 
. I hope Ireland will remain part 
of 
England. 
Her 
independence 


would be contrary to. what Lincol 
taught. This assertion was made b 
Arthur Vincent, a member of a Brit 
ish commission now in America, o 
a propaganda mission for the pur 
pose of prejudicing the America 
people against the just claims o 
the Irish people to manage their ow 
local affairs, at' a meeting at th 
university July 12. And Mr. Vin 
cent had the audacity to give his au 
ditors the. inference that the grea 
emancipator,, Abraham 
Lincoln, i 


he were living, would! be opposed t 
self government for Ireland. 
Th 


idea is erroneous. Every cnlight 
ened American knows that Lincol 
above all men was a true friend o 
liberty for 
every race and clime 


And Mr; Vincent's statement isor 
direct contravention to that of Pres 
ident Wilson, who has 
repeatedly 


declared in his great speeches tha 
-1' nations, great and small, shal 


M»Jor John Purroy Mitchel, tor- 


mar mayor of New York, was 
bnrtod in Wcodlawn cemetery 
after the most impressive funeral 
Mirviow ev»r jfifen a. public of- 
ficial. Mitchel,. after his defeat in 
the lait election, entered the fly- 
ing corps. H* was killed.in a fall 
from a pursuit plane . at 
Lake 
Charles, La. 
The body -lay in 
atate at. the. New York city hall. 
When the funeral procession 'was 
ready to start, it was halted while 
soldiers paused in review before 
th« body. Thousands -of. citizens 
turned out along the way to stand 
with bowtd heads as hii body 
pcised. Bis horse, with the ma- 
jor's empty saddle anil his boots 
and • sword .Hanging at 
> the side, 
was led jnst behind tha body. 
Huffied'druma beat at the head of 


Upper picture shows soldiers pasting in review before body of Major John 


Purroy Mitchel in front of city hall in New York. Lower picture show 
MJtehel's horse with its-empty saddle, the major's empty boots and hii 
sword. The horse was led directly behind the casket in the funeri 
proeeMion. 


the 
procession. 
Airplanei, in 


squadron formation, hovered over 
the cortege and dropped roses on 
the casket and along the roadway. 


From tha cathedral^thft body was 
taken to the cemetery. Teps were 
socnded and a volley fired ovir 
the £rav«. 


all 


DINNER STORIES 


Ralph had been • spending the rj- 


:ernoon with-a little boy in 
tVia 


neighborhood. 


"Did you have a nice tiniet" ask- 


ed his mother on. his return. 


"Not very," replied Ralph. "Hii 


mother kept hanging around'«11 th* 


A pretty girl at an evening party 


yas bantering a genial bachelor on 
iis reasons for remaining single.' • 


"No-oo, I never was exactly dis- 


appointed in love," he said. "I was 


what yeu might call .discouraged. 
You see, when I was very young I 
became enamoured of a young la.ly 
of my acquaintance. I was. mortal- 
ly afraid fb tell her of'my feeling; 
but at length I screwed up,my cocr- 
.age to the proposing point, I sa-'d: 
'Lst's get married." And she said, 
Why, -who'd have us?'" 


The mistress of the house was ob- 


durate. 
" 


"No," she said firmly. . "i don't 


want no buttons nor no laces." 


Putting his foot in the fast-closing 


door the tramp, held up his hand. • 


"Here you are lady," said 
he, 


'Grammar for Beginers,' only six- 


pence!" 


be free after the world war is con 
eluded. The nationalist party is no 
seeking total separation from Eng 
land and Mr. Vincent is well aware 
of that fact. The most effective wa> 
to kill Sinn Feinism is to give Ire 
land a just measure of self govern- 
ment and then there will 'be no need 
of conscription to force Irishmen to 
-igtit for liberty in France or else- 
where. ' 


,, ,. 
_ 
M. J. Crimmins. 
Madison, Wis., July 17'. 


SOMETHING MORE NEEDED 


To the Editor of The Capital Times 


Loyalty" is on the .tongue of ev- 


ery politician. Those ouj of office 
are loudly proclaiming their loyal- 
ty arid many.are attempting to make 
it the sole test of fitness for office. 
Those in office while also stoutly af- 
firming their -loyalty, 
frequently 


maintain that the others are raising 
the loyalty issue to provide a smoke 
screen behind which incompetents 
and the dupes of privileged interests 
will ride into office much to the det- 
riment of the country. 


Assuredly there are many in office 


who should not bs returned, but there 
arc equally as many aspiring, to of- 
fice who should never be elected. Be- 
cause these are -times when the na- 
tion is fronted with almost superhu- 
man problems of statesmanship, we 
must elect men who can demonstrate 
that they have a statesmanlike ccSi- 
structive program for the conduct of 
the \var and the -reconstruction there- 
afterl 


Loyalty is the first requisite, but 


loyalty .alone will not suffice. 
We 


must" have loyalty plus constructive 
statesmanship. 


Every candidate must back up his 


loyalty by showing that he has sound 
ideas on what" we should do about 
the public revenue; the final solution 
of the transportation - problem; the 
remedy for the constantly, increasing 
cost of living; how to minimize the 
ever present controversey between 
the employers and labor and the.con- 
sequent loss of wealth to the nation 
resulting therefrom; how best to re- 
absorb the returning soldiers into 
industry; what measures to take to 
rehabilitate th; 'disabled soldiers and 
the industrially incapacitated as well 
etc.,-etc. 
' 
; 


As a voter I will try to make my 


selection on this basis, and it is my 
thought that other voters will want 
.•» do likewise. Therefore it would 
be of signal help if; all candidates 
w.ould make clear their attitude on 


PROFITEERING 


_ 
. 
<-, 


J From the Report of the Fed-; 


eral Trade Commission 


SALARIES AND BONUSES 
Below are given the payments 


in 
salaries 
and 
commission 


which were made in 1917 for 
services rendered by the Ameri- 
can Metal Company, Ltd., New 
York. 
These payments are re- 


ported as being- made exclusive- 
ly for serivces in their capacity 
as described below and charged 
in all cases to expense account: 


Officers and Managers—Salaries and 


Taptieme ' 


'? COMMISSION'S RULE 
f—; 
-- 


I 
DISPLEASES CITY | pft£SS COMMENT ] 


Green Bay Gazette in Discus' 


sion on Water Rate 


Ruling 


!L 


[From Green Bay Gazette.] 


The decision of the state railroad 


commission authorizing the Green 
Bay Water company to advance its 
rates is not a finding satisfactory to 
the city, 
judgment 


The commission bases its 
upon conditions as it finds 


them. 
It figures the ertimated an- 


nual cost, of operating the plant, tak- 
ing into consideration the "general 
riso in prices" at fo much. It fig- 
ures .the probable gross income at 
so much and finds-there is a prospec- 
ftive loss of return to the company. 
B. Hochechild, 61 Broadway, New The difference is to me made up. by 


advancing the rates'small consum- 
ers are charged, already admittedly 
high. 


While the commission has a good 


York, chairman of board of direc- 
tors 
?179,6S3.36 


C. M. Locb, 61 Broadway, New York, 


president 
$364,326.73 


Otto Sussman, 61 Broadway, New 


York, vice president, chief mining 
department 
$221,596.04 


J. Loeb, 61 Broadway, New York, 


vice president, chief sales depart- 
ment 
$147,930.69 


T. Sternfeld, 126 West Seventy- 


fourth street, director (and treas- 
urer to June 30/1917). .$86,342.90 


Henry Bruere, 61 Broadway, New- 


York, vice president 
$82,810.23 


Julian B. Beat;', 61 Broadway, New 


York, director and treasurer since 
June 30, 1917 
$77,710.23 


I. V. Putzel, 61 Broadway, New 
York, director and chief of zinc ore 


department 
$52,710.23 


W. Roos, 61 Broadway, New York, 


cashier and 
custodian 
securi- 


ties 
$79,065.35 


. A'dler, 61 Broadway, New York, 
chief 
auditor 
and 
account- 


ant 
?79,065.35 


H. Bernstorff, 61 Broadway, New 


York, 
chief • ore 
depart- 


ment ' 
$52,410.23 


Sol. Boos, 1625 Boatinan's Bank 


Building, St. Louis, Mo., m:sn>g;i/ 
St. Louis office.. 
...5148,530.60 


A. Schott, 825 A. C. Foster Building, 


Denver, 
Col., manager Denver 


office 
$136;553.12 


iVilliam .Simon, 1625 
Boatman's 


Bank Building; St. Iiouis, Mo., as-' 
sistant n:i>iager, St. Louis of- 
fice 
* 
$38,155.11 


Managers ar.c Employes—Salaries 


and Bonus 


W. E. Brady, 61 Broadway, New 


deal to say about private well com- 
pe'titior. which has taken sjway a 
large volume of business from .r.he 
company, about waste and lack of 
efficiency, it really does not take 
these matters into account in deter- 
mining its findings. It concedes 
that the' city is paying more than it 
should for fire-protection, and yet it 
increases the amount because the 
policj' of the water company has 
been such as to lower the general 
consumption of water and make it 
entirely disproportionate to the rela- 
tion .it should bear 'to the fire de- 
mand. 
The commission bases rates, 


it should be explained, upon the per- 
centage the public or city demand 
bears to the total demand. 
Private 


consumers are virtually assessed 
rates which will make up the differ- 
ence. 


The commission in this case .prac- 


tically orders d raise in rates to meet 
the increased costs of operating. 
It 


grants somewhat lower rates to 
large consumers on the'theory that 
this will encourage them to, become 
patrons of the water company, but' 
it is- by no means certain that the 
reduction will have -the results' ex- 
pected. 
The net effect' of "the re- 


vision of rates is to experiment; for 
the benefit.of the company at the ex- 
pense of the small .consumer. 
No 


account is taken of the unenterpris- 
ing policy of the company in the 
past and-its responsibility-for the 
condition 'which have all -along- kept 


department, now American Metal 
Transportation Co 
?11,SOO 


'. H. Brady, 61 Broadway, .New 
York, assistant cashier 
$9,300 


. M. Burkey, 61 Broadway, New 
York, 
metallurgical 
depart- 


ment 
: 
$5,200 


'.. Fauquembergue, 61 Broadway, 
New York, chief clerk sales de- 
partment ; 
$9,300 


ohn Fornfinne, 61 Broadway, New 


these and other 
important presei: 


day political and.economic problems. 


J. A. H. 
Madison, Wis., July 16, 1918, 


.Have you ENLISTED in the Ar- 


my of Savers? 
Buy'War-Savings 
Stamps! 
.... ' 
. ' 
, . 


York,/ .assistant 
traffic man- 


ager /.. 


Gustav Loers, -61 Broadway, New 


York, manager of transportation ^ates .here abnormally High. 
The 


*---- • 
• 
' 
• " • ' • commission virtually shuts its eyes 


to teh fact that a private water com- 
pany has so -conducted its property 
as 'to be transacting a business only 
a small per cent in volume of what it 
:hould be-^of ..what the field offers. 
It overlooks the fact that this com- 
pany, .with a'plant greatly in excess 
if requirements for-the small pump- 
age it 'Handles and upon which it de- 
mands and -is accorded 'rates that 
will, produce a profit, is itself tc 
blame for the light business it trans- 
acts.'-• 


To. authorize the company to still 


further-.advance its rates is equiva- 
lent to indorsing its 'repressive poli- 
cies of .thfc past. 
The people have 


been penalized for this lack of fore- 
sight and poor business judgment 
and now the penalty is to be increas- 
ed. '''We-cannot "see'that this course 
is either equitable or constructive. 
We believe a; private water company 
.should be compelled to show reason- 
ably good business management and 
reasonable business enterprise, espe- 


Denv'er office 
56,350 


F. W. Weeks, Canandaigua, New 


York, traffic manager 
?9,150 


B. F. Phillipson, 61 Broadway,New 


York, assistant manger ore de- 
prtmenfr 
$9,600- 


E. T.'Villareal, 61 Broadway, New 


York, manager foreign metals de-. 
partment • 
$12,200 


Hans Schild, 61 Broadway, .New 


York, bookkeeper , 
$6,190 


Willim Weidowke, 61 Broadway, 


New York, clerk, zinc ore depart- 
nient 
$5,850 


John MacLetchie, 61 Broadway, New 


York, , auditor 
for 
subsidiary 


...corps 
?12,800 


B. N. Zimmer, 2287 Henry O.liver 


Building, Pittsburgh, Pa., mana- 
ger Pittsburgh' office and Lange- 
loth' works 
• 
510,800 


H. 1. Brown, 825 C. A. F.oster Build- 


FROM WAUSAL'. 
Profiteering is good political capi- 


tal, it is good copy for sensa:ior.al 
newspapers, it furbishes, perhaps, cr. 
opportune ;y for the govemir.e'r.: ;o 
get hold of a. good deal of mor.c-v 
without lousing the ill-will o: very 
many pec/pie. For these reasons we 
see very plainly why there is such a 
commotion over the subject. Fcr the 
last reason we seem to see wfcy the 
federal trade commission bto'Jgh: i: 
a sensationally couched report on the 
subject.—Wausau Pvecord-Herald. 


Your comfortable Wausau frier.ns 


prefer not to have proflteering men- 
tioned, don't they? 


TO DEMOCRATS. 


The democracy in Wisconsin sp- 


pears to be in favor of supporting 
the president and .the only way tha: 
the Democrats see to do this is la 
elect Democrats to office. The presi- 
dent wou?d have been out on a lin: 
long ago if he had been forced to de- 
pend solely on his Democratic major- 
ity in congress. 
We are in favo: 


of supporting the president no ren- 
ter whether the office holder i; a 
Democrat o? a Republican and an ex- 
amination of the records of congress 
will indicate that Republicans have 
been giring the president jus: as 
much of the so-called "supper:" a; 
his own party.—Kenosha News. 


-v—^-—v*~^^~\ 


dally tvhe:i it is clear that these tu- 
tors have an intimate and direct re- 
lation to rates, before it is permit- 
ted to cha;:ge rates which will re; i; 
the minimum legal return, ti otaei 
words, it should not be allowed :c 
play the old game of fcv.ging; ti: 
J- 


people through reactionary bus:: ;-i 
principles which are based on the 
theory thai: rates should be kept fciph 
regardless of volume or the effec: 
3-ach rates i-ave upon the develop- 
ment of business and the reduction 
of costs. 


Of course, it is possible the com- 


mission has no alternative; that the 
Wisconsin law compels it to author. 
ize rates which will net a certain ir.- 
come even where the company is to 
blame for ihe insufficiency of its rev- 
enue. 
If that is the law it is an or.- 


just.law. 
A company which has so 


managed its affairs as to actual!;- 
drive business of a larire 
away, with the result that :: has f 
charge sir all consumers excessive 
rates to produce dividends, should, 
in our judgment, be compo'.Ie.i to op- 
erate with-out dividends. 
Ir. other 


words, it should to a certain e.-rter.t 
be put upon its own resources, its 
own initiative, its own projrre;s:ve- 
ness to make its business a jnccess. 
What the rtate has been doing with 
the Green Bay Water corr.par.y, and 
what we fear it now proposes to dc, 
is to encourage non-enterprise, indif- 
ference, dependency upon state as; 
sistance. 
If there is legal croupa 


on which Io contest this po:nt tw 
.city should appeal to the courts. 


If such a public policy is to stand, 


if the mod>fication~of rates orcere.*. 
is legally b;riding upon the city, tr.en 
the city, jest as "soon as conditions 
will permit, has no'.alternative e.f; 
cept to taka over .the.property anq 
operate 
it 
in 
selfrdefen.-e. 
Of 


course, the rity ought to own rhe ivz- 


York; chief 
(resigned) .. 


E. Kay'ser, 


managing engineer 


$23,EOO 


•406 First 'National 


.Bank Building, Bartlcsville, Okla., 
' 
T-. • 
.-! I 
. 
. 
. 
I 
s 
O» —— v._u. in.tj- vjna-, .LUU 
ing, uenyer, CoJ.,.rmnjng engineer, 1 manager gas operations^!'.; .$7,000.1 Dal 


municipal policy. 
But it is r.ot_too 


late now; ia fact, it cannot .iffo." 
from any standpoint t" continue it 
carry the burden this company rep- 
resents upon the citizens and upoc 
city development. 
This utility cot 


.be converted into the highly valuaou 
public .asset its physical plant s"' 
product merit only through niuriu- 
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AT THE THEATRES 
'i 


\T THE FULLER 


Moro than a 
generation 


-ji'liss" 
,*s, (Iran 


was a reigning stage suc- 


rnmatized by .Clay Green, 
a 


id playwright, who 
re- 


stricken with blindnsss 


In tho stag* 
California. 


was n combination of several 


»hc Hsirte western stories and 
, most famous characters of these 
,, v ^en in "M'hss," the latesi 
n'o'iay of :he days of '49, stur- 
V Mary Pickford. 
i 


'"•n,(, new Fickford vehicle, picMr- 
:.cd"bv Frances Marion, »nd directJd 


oy 


; nil the elements of 


thriller, including the 


c-'irb'.e charm which "Our 
h'-V- to thc screen, unusually 
s-i:t^'d:<! support and high artiste 


""••M'liss" is a delightful 
feature 


play, which wi:l be no less success- 
ful in i'..' appeal to the public :is 
h'.vo !-e?:i ail of Miss Pickford's re- 
c'"r.t ?ic:'jro successes. This photo- 
Kay is being shown at the Fuller 
iWr.re Inn rimes today. 


Jig-field; Frolics who -Has attached 
herself to Phil Lane, 'Susan's broth- 
er,. .She sees him. in,'.the actress' 
dressing room arid, since Phil has 
kept this affair secret from his sis- 
ter, she .suspects^ Dick, flies into a 
tantrum, moves into a separate room 
at thc hotel, refuses to listen to ex- 
planations, and wires her Uncle Jim- 
my to institute divorce proceedings. 


He receives from Dick a true ex- 


planation of the, mixup and leaves 
for Niagara with .the rest of the 
family, to patch . up the difficulty. 
After he leaves, however, Susan's 
depositions arrive, and an over-zeal- 
pus partner secures a record-break- 
ing divorce. 
Uncle Jimmy finds the 


newly weds, now reconciled, dis- 
traught over the news of'the decree. 


ABIE''ACTORS 


Elephants Pla^ Jazz-Band 
"and Imitiate 


Workers 


From the time the- companies of 


big and little elephants, dressed; as 
Red Cross nurses and.'surgeons,- en- 
ter the ring until the-wonderful rid- 
ing .dog, Toque,'performs his eques- 
trian feats there is scarcely a mo- 
ment when .Ringling Brothers' cir- 
cus program is not enlivened with 
one or more remarkable animal acts. 


The Fillis horses, including the 


He is at a loss to advise them, when * -irvel equine Ballarini" are. the most 


GRAND 


"The 
Honeymoon," 


y of 


a delightful 


material mishaps 
. 


?:.uring Constance Talmadge will be 
;!:own "at the Grand theater tomor- 
row and Saturday. 
Misunderstand- 


o wlion Dick Greor, on his 
c'Ti wi*h Susan, high-strung 


.-Lc.u5 n-,-i lovnble withal, sets out 
tjy oiV M;tisie Middleton, of the 


AT THE' GRAND 


Dick finds a minister arid is remar- 
ried to Susan. 
Amid smiling bless- 


ings, she swears off suspicion and he 
vows that this time he will pay un- 
divided attention to the honeymoon. 


WOMAN.TO HAVE ^ 


STATE FAIR DISPLAY 


Child Welfare Industry and 


Food Conservation Work to 


be Exhibited 


Exhibits of the women's commit- 


tees'on child welfare, women in in- 
dustry, home and foreign relief, in- 
formation, organization, food con- 
servation, • and 
health 
and recrp.T- 


tion will be on display at the statn 
fair this fall under tho direction of 
the' woman's committee of tho state 
cour.cil of defense. 


Tha committee in charge of the 


state council branch of thc fair ex- 
hibits met with F. W. Luning, su- 
perintendent 
of 
the 
building 
in 


which the state council exhibits w'l! 
be shown, Wednesday when prelim- 
inary arrangements were made. 


JAPANESE ADVISORY 
COUNCIL POSTPONED 


.•onderful performers ever' brought 
to America. There are three groups 
of seals and sea-lions who.play -at 
basketball, ride horses, give concerts 
on fourteen different musical instru- 
ments and .perform- feats of juggling 
which surpass' human attainment?. 
There are five herds-of trained ele- 


(By thc/AsHcciutod Frcsa) 


* LONDON—A meeting of the Jap- 
anese advisory council called for 
Monday to approve decisions taken 
by the government, was postponed 
owing to the opposition of Messrs. 
Takino and Kara, says a dispatch to 
the times from Tokio, dated Monday. 
It was reported that Mr. Takino rep- 
resents the views of the Satsuma 
clan who hold that the situation is 
not yet critical enough to necessi- 
tate Japanese action, • and that it 
would be perilous to stake Japan's 
fortunes before a German invasion 
actually endangers Japan. 


The council, it is added, was. then 


ordered to meet on Tuesday. 


On The Square-- 


. 
And Off 


. , By, the Observer 
j' 


•'_ 
' 
. . 
_^j 


Larry Larson, under-sheriff, was 


in a predicament on Wednesday. A: 
fellow citizen circulating 
nomina- 


tion papers-for a candidate, entereJ 
the sheriff's office'in the court -housu 
and asked Larry to sign up. Larry 
put down • his name but when 
he 


attempted to put down his street 
address he was unable to remem- 
ber it, though he had lives at the 
place, he said, for 
eight months 


After referring to the telephone o'i- 
rectory, he was able to give 
the 


correct location of his home. 


"I just forgot,"' said Larry. 
* * * 


, James E. Slattery, representiig 
the International Brotherhood 
of 


Electrical Workers, who was in thfc 
city during the strike of the loer.l 
electrical workers was talking witt 
a number of• labor men at Lab' 
Hall,- Wednesday., 
I tried to get into the Spanish 


IJCTirBTTQH TfUHEIH! I LABOR FEDERATION 
JiO 1 ADL15n f L\)MRL{ 
TO ENTER POLITICS 


LAB0OUREAUS 


Industrial Commission to Di- 


rect Employment Agencies 


in Cities of 10,000 


1ST th« AMoclatrii Presi) 


MILWAUKEE — Labor bureaus 


arc to be established in every city 
in Wisconsin of over 10,000 popula- 
tion,' the result today of a conference 
between George: P. Hamb'recht, chair- 
man of the Wisconsin industrial com- 
mission" and Eswald Pettit, federal 
superintendent of the federal 
re- 


serve labor bureau. 


An organization 
comprising 7C 


persons, most of whom have already 
been oBtained, will be placed at work 
looking after the situation and ob- 
taining employes for all industries 
md especially war industries. 
\ 


All private labor bureaus will go 


out of existence August 1, the feder- 
al bureaus taking their places. -These 


A Ji 
U' S : E, M E N T SA M U S B M E N T 


Court House Notes 


Real Estate Transfers 


Roch & Seeber Co. to Knute Pet- 


erson, lot 8, block 8, Blue Mound-: 
?350. 


Hans C. D. Hansen, Brooklvn, r.o' 
Edwin W. White, same place, land' 
in Rutland, S2.500. 


William Swenson, Madison, to F. 


A. Sager, Chicago lots 2, 
block 2, first addition to Riversi1, 
Park, Madison, ?1. 


Joseph L. Menr.es, 


City Real Estate 


The Long and Short of the Ringling 


Elephant Herd. 


phants including the famous nursery 
troupe of picaninny 
pachyderms. 


These ponderous fellows dance the 
latest steps, give an imitation 
of 


minstrel and jazz bands, operate 
and talk over telephones, play .at 
cards and billiards-and walk ropes. 
There are a dozen bands of beauti- 
ful trained horses and knowing, pon- 
es. These are seen in a progression 
of dances, extending from the quad- 
rille to the modern waltz and "grape 
vine." Other troupes, reared upon J 


' 


American War," said Mr. Slattery bnreaus wi,, bebunder the dire!:tion 
"I came near makmg the .grade 
i j of thc Wiscoll3in industrial commis- 


wished to join the Seventeenth SIR- I 
nal Corps and 
I had 
successfully i 


passed all the requirements of tho 
medical examiner until 'he reacbii! 
my eyes. I read the test with my 
right eye and memorized it so this 
I could repeat it when my left ej*e 
was being tested. 
The examining 


officer had a celluloid pointer in hi1; 
hand, and when he asked me th'j 
nuestion, 'What have I hi my hand?' 
I answered, 'A celluloid 
pointer.' 


He repeated the question and agvr. 
I prave the same answer. 


"He said, 'Something is radica-".y 


wrong with your left eye, I have 
been holding up a half a dollar.' He 
then came closer to me and held h'S 
hand near my face, and a.cain said, 
'What have I in my hand?' 


"I again answered, 'A half dol- 


lar.''You certainly have sometnmjj 
wrong with your eye, this was a 
v/atch.' 


"Then I had to confess that i 


could not see with that membj: 
That is how close I came to bons; 


j in the. sccrap of 1898." ^ 


We've heard about as-' few 
re- 


murks concerning tbe rainy weather 
this •summer as have come to our at-v 
tention in a long tirne^; 
And who 


wants to kick with the corn:in the 
w;ir gardens tasseling out and grown 
to five and- six feet in height; the 
potatoes up so high that we's got 
to st.-.rt sprinkling them with Paris 
Green to 'kill the bugs; thc lettuce 
so big and thick that it keeps one 
busy three times a day to do away 
with all of it. 
-And besides that, 


there are the navy beans, the rad- 
ishes, the cabbage, and all the oth- 
er varieties contained -"in the war 
gardens. 


(By tho ASiociateil PreM) 


VIRGINIA, Minn. — Tbe'l.Minne- 


apta Federation of Labor in its 36th 
annual session here officially threw 
its'hat into the political ring: wi$h 
the passage of a resolution.ordering; 
the calling of a caucus in St. Paul 
August 24j next, for the organization 
of a separate labor party and the 
nomination of a complete state tick- 
et. Both Governor J. A. 'Burnquiet 
and Fred E. Wheatori, democrat gu- 
bernatorial candidate, were declared 
"inimical" to the cause of labor. 


APPLETON — Banks in Outaga- 


mie" county subscribed $11,500 more 
than their allotted quota to the first 
issue of the United State's certifi- 
cates of indebtedness. 
warring zone in Austria hag received 
word from them through the Red 
Gross that the family is well and 
happy and would like to hear from 
him. 
" 
* 


sion and all men who are in need of 
employment must operate through 
that body. 


Last TimesTODAY 
Mary 
ickford 


—IN— 
X 


"M'LISS" 


Your Last, Chance to see the world's most popular movie 


star, in a play that will amuse you beyond 


all expectations. \ 


DON'T MISS TPIE EXCEPTIONAL TREAT 
Take a Tip!—Come Early and Avoid the Rush 


Afternoons 5c & lOc 
Evenings lOc & 15c 


COMING TOMORROW—J. STUART BLACKTON, 


PRESENTS LOUISE HUFF and ALL STAR 


CAST in "WILD YOUTH" 


Let the rain go on by .all means 


till it's finished. 
Every shower 


gjves the kaiser' another push to- 
wards the bottom 'of eternity. 


• . » 
* 
» 


Early breakfasters 
nt the Bel- 


raont cafeterit the other 
morning 


were offered a little diversion from 
the ordinary routine of a hurry up. 
breakfast, when Miss 
, most 
vine. 
utner troupes, reared upon •"•--•——- 
I y .. t tv. tiVrnrv 


their hind leg, march to the ra-ta- *»*** JL^±" '^ntra^ £ 
tat-tat of drums like soldiers, jump 
through great barrels or, standing 
in them, are whisked out of 
the 


Still others of snow -white 


coatsT pose as silent as marble stat- 
ues in 
representations 
of 
great 


paintings. 


Added to these are trick mules, 


»0 j pigs? goats, cats, geese and dogs that 
* 
' pose in living pictures or ride horse- 
back. 
There is. a troupe • of every 


wild and domestic animal known to 
the trainer's art ar.c! each has its 
clown. Ringling Brothers are to ex- 
hibit here Tuesday, July 30. 


Money put into local business property is an 


investment guaranteed as to principal and interest 
by the assured future of this city, state and nation. 


Buyers and.Sellers of real estate are accustomed 


to find each other through the Want Ads of this. 
newspaper. Each knows that «very attractive" 
offer to buy or sell is prettycertaui to be made 
here. 
^ 


So, if you want to buy or sell real estate you'll 


find the quickest way to a profitable deal is to 
use our Real Estate Want Ads. 


Here Are Two Good Model Want Adi: 


FOR PA.T.I—nUNSFER COBN1B, 


iMrc ror ij.i:>ro>;r»aati trtlfa o:t* 
CTT htoTT*. 
ThJfkly popu!»t«d •«•:- 


tion: must larrtfln, for cuh mt 330 
'PC' :(>:• wrtion line frooUI* of ISO 
'. 
«l!» fi«K!i of S3 ft. tr »1I«J. 
!!»'.' rwh. bilkOCf »t 5% Interest. 
Ihr corner K;ll b« Yrry Tftlu»Wf In 
H fi.v yciri. Addrfli; 


TO 
ECCHA^OE-JM.fll 
TIJ»» 


bbslncu comer thr;a 'block* rr?m 


lirart of dty. Stores, cxrlwf »nd 
fintj, 
Klrrt mortc«x« onlj rannlni 
ilr T*«r». 
^tr equity of ilS.OOO. 


nint clur. VACtnt or Imprairvd. Ad- 


Our Real Estate Want Ads are market guides 


which every buyer or seller should, watch regu- 
larly. 


THE CAPITAL TIMES 


Phone Badger 2200 


HOSPITAL MAKES 


MONTHLY REPORT 


Number of Patients Averaged 


76 Daily During 


June 


Tho number of patients at 
ths 


General hospital have averaged 75' a 
day during the past month, th°>'e 
' 
' 
been 315 in all,.24 births, 
deaths, according to the re- 


port given at the meeting of 
the 


board of directors at the city library 
Wednesday evening. 


The old X-ray machine will 
be 
. , , 
" 
, 
J _ < f t 
1 
A * .l^^WA •«,<-***. 
JLll^ J.liiOOt'O ^JL^llL »Vit- 
repaired before August 10 or ar- ta and Hi]da L 
hjph school ^^^ 


rangeTnents for the 
purchase of 
a- 
- - - 
• 
- 


.school, made an unusual entrance in- 
to the cafeteria. Being in so much 
of a hurry for breakfast that-she 
couldn't waste time coining down 
the stairs in the conventional man- j 
ner, she added a few variations, and 
took several steps headlong at once, 
which mode of procedure landed her 
at 
the screen door 
entrance far 


ahead of her conventional compan- 
ion. 
No bruises or injuries were felt 


by her, at least not at the time, aiid 
perhaps she had a better appetite 
than otherwise. 
However, the un- 


usual entrance hah not been repeat- 
ed -by her s*;ice.* * * 


"Oh, ye shades of microbes." 


"Lamp shades, was 15 cents now 10 
cents," reads, or it reads something 
like that anyway, a sign in a certain 
State street windowran eye sore to 
the grammar fanatic. 
"The whole 


bunch of two dozen or more shades 
at 10 cents, do you. mean, he won- 
ders. A good bargain, that, he re- 
flects. 
But wonder how many of 


the bunch one would get for a dime, 
—only one is his conjecture as he 
works the announcement around in 
hi» mind and decides' that what it is 
trying to say is, 
"Lamp 


wt;? 15 cents, now 10 cents." 


Grand -nSL Today 
MITCHELL LEWIS 


Star in "The Barrier" .'".'..'.. 


Supported by the same All-Star Cast 


—IN— 


A Mighty Drama of the Northland 


NEENAH — The Misses Henriet- 


new one made according to the vote 
of the board. A report of the audi- 
tor of the hospital books wjll 
b* 


given before the annual .meeting is 
held. The treasurer was authorized 
to make a $1,500 loan for the pur- 
pose of meeting the coal bills. Iir- 
proverr.ents made 
in the 
kitcbea 


amounted to $1,200. Tile floors have 
been put in in the kitchen and sev- 
eral of the wards, and a new st'ri- 
lizing apparatus, has been installed. 
FORESTERS ELECT 


SUPREME OFFICERS 


E. C. Sharrad, Chicago, was re- 


elected supreme ranger of the Unit- 
ed Order of Foresters, which met in 
quadrennial session here Wednesday. 
The other supreme officers r,e-elect- 
ed were J. B. McGilligan. Superior, 
supreme vice ranger; G. W. Blann, 
Milwaukee, supreme secretary; Wil- 
liam 'A. Stolts, Indianapolis, su- 
preme treasurer; Dr, S. T. Richman, 
Chicago, supreme physician, and 
James Schoonmaker, St. Paul, su- 
preme counselor. 


It • was voted at the Wednesday 


session to make a monthly assess- 
ment of 25 cents for each member 
as a patriotic measure to help meet 
the decrease of dues occasioned by 
the'members in service. 


The sessions of the convention will 


be'closed today. 


ers of this dty 
the state 


gfivinlr entertainments for the Bed 
Cross. 
, 
. 


A M U ' S E s I E N T S 


No amount is Too Small to Lend 


Your Country. Buy 
War-Savings 


Stamps. 


Orton-Today 


VIOLA DANA 


—IN— 


"BREAKERS AHEAD" 


Attention Everybody! 


WAR TYME 
MUSICAL CLUB 


I 


winhes to introduce . itself to you. 
It 


It- n dub 
which 
jfivm everybody. »• 


chance to enjoy the l»te»t .Patho and 
Columbln 
Records, 
each 
month 
in 


their own home. Com« .in end let us 
explain." 
. 


1 
BRUETT PIANO CO. 


G»r Bide. 


Fhont Btdfu- tiSI 


Evangelist Meetings 


held every evening at'8 o'clock 


• 
' ... nf 
, 


Presbyterian'Church 


Everybody/invited. • Louis Goetz; 


Madison's Premier 
Photoplay House 


LAST TIMES TODAY 


BARBARA CASTLETON 


In World Plays 


"The Heart of a GirP 
This'is a delightfully entertaining picture; it is consistent, 


logical and cumulatively sustained 


ALSO—MACK SENNETT COMEDIES 


TOMORROW-ALMA RUBENS in "MADAME SPHINX" 


^ 
Lake Monona Angleworm Boat Line 
Service to all points on take Monona. Boats leave landing foot 
of South Carroll street for Esther Beach, Hoboken Beach, stop- 
ping at Monona Park when there am passengers. 
SCHEDULE-^-Week Dayi—A. M., 7 and 10; P. M., 1:30, 3:00, 


5:10,'€:10, 7:30, 9:00. 


Sund«y—A. M., 9, 10 and 11; P. M. Every 30 Minutes. 
Orchestra at Esther Beach every Sunday afternoon. 
Picnic par- 


ties «. specialty. 
Phone Badger 466. 
LYNE& MADER, Props. 


Excursion. Every Sunday Evening Around the-Lake 7:30 
Tickets 25 Cents 


Lake Mendota Boat Trips 


To BernaiaJ's Park and Around the Lake 


; 
ENJOYABLE 
EXCURSIONS 


Afternoon at 2—Evening *t 7 until further notice: 


'' Landings—Park Street and 621 East Gorham Street. 
•Sunday Afternoon sen-ice to Bernard's Park every half 


hour after 1:30. 


,' 
i 
FREE DANCING IN PAVILION 


v 
• 
ROUND TRIP FARE, 25 CENTS 


Phone Badger 373 
WM.>. BERNARD, Proprietor: 


Which Madison 
Merchants are 
Doing the Business? 


Madison,.like every other city in the 


country has been turned topsy-turvy by 
the war. 
5 
f~ 


Business conditions have been revo- 


lutionized. 
Trade has been radically, |J 


changed. 


What are Madison merchants doing tolj 


meet the new situation? 
• 
i 


Where is the biggest buying powei.'Hnr 


Madison and Dane county today? 


What class of merchandise is bemg^l 


sold? 
' 
' 
"Jj 


The merchants who are doing the'big £j 


business in Madison today are the.oaesJ 
who have taken advantage of newcsn- ?| 
ditions. 


The biggest buying power in Madison 1 


and Dane county is lodged with the lab- | 
orer and farmer. 


The people who have been buying mer- | 


chandise that borders on-the luxury are 
not buying as much as they used to. Good, 
sensible, stable merchandise is-'in." .'de- 
mand. 


What are you doing Mr. Merchant to J 


meet the new situation? 


/* 
* 
* 


/-*j::^3|>£-.--,- 
.-T-••;: -RSJSn-Sfiiawf^y..-' 


VJ 


-• 3,1 


\ 
.••••^ 


We invite tour attention to The-Capf ial,: 


Times. 
' 
' 


The Capital Times in seven 


attained a circulation of 6,500. 
not tell you that a 
tion is with the farmer and laborer;J? 


There is no duplication m<dristlKit!an^| 


between The Capital Times and^oChar 
Madison papers. The chiplicatioir;m#ir- /I 
culation is between the other papers.. £ 0\ 


%- 
• 
-'-'• 
• ^ 
If you want to reach a large trade cKen-' \ 


tele in Dane county you will have to use. 
The Capital Times. 
- : 


Is The Capital Times growing1?' 
Ask the rural'mail carriers. , 


Is The Capital Times' ) advertising 


bringing results? 


Ask those who have been using its col- 


umns. 
. 
• 


>w WITO mm* m 
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RECORD 21-INNING GAME 
WON BY CUBS, SCORE 2-1; 
PHILADELPHIA IS LOSER 


lack's Fifth Hit Scores Decid- 


ing Run in Last Inning of 


Contest 


CHICAGO—Establishing a sea- 


son's record for extra inning game 
nnd coming within one inning of the 
league's record, Chicago Wednesday 
defeated Philadelphia ,2 to 1 in a 
21-inning pitcher's duel between 
Watson and Tyler. 


Manager Mitchell's mobilization 


of his pinch hitting reserves in the 
twenty-first won for Chicago. Bar- 
ber, 
batting for Zeidui, singled; 


Watson hit Killifev, and 
McCfibe 


batting for Tyler, beat out a buut, 
filling' the bases 
with none out. 


Flack then delivered his fifth hit of 
the game, scoring Barber. 


The score: 


Philadelphia— 
R. H. E. 
' • 0 0 0 1 0 0 0 0 0 0 0 0 


0 0 0 0 0 0 0 0 0—1 IS 0 


Chicago— 
1 0 0 0 0 0 0 0 0 0 0 0 


0 0 0 0 0 0 0 0 1—2 19 1 


Watson f.nd Adam;, Burns; Tyler 


and Killifcr. 


Giants, 1-4; Reds. 2-1 


. CINCINNATI — Xew York and 
Cincinnati broke even in a double 
header Wednesday, Cincinnati win- 
ning the fisrt, 2 to 1, and New York 
taking .the second, 4 to 1. New York 


• took the second contest in the sixth 
inning, when Eller failed to handle a 
•couple of bunts, followed by t'.vo hits 
' and a double steal. 


The score, first: 


STANDING OF THE TEAMS 


American Association 


Won 
Lost 


Kansas City 
42 


Columbus 
S3 


Louisville 
39 


Louisville 
36 


Indianapolis 
37 


~ 
' 
. . 3 5 


27 
30 
33 
32 
33 
36 
38 


; . . . . 22 
52 


American League 


St. Paul 
Minneapolis ..'..... 35 
Toledo 


Boston 
51 


Cleveland 
47 


New York 
43 
-13 
38 
38 


Washington 
Chicago ... 
St. Louis 
Detroit 
35 


Philadelphia 


33 
40 
38 
40 
•42 
44 
45 
45 


National League 


Chicago 
5(i 
25 


New York 
<!9 
31 


Pittsburg 
<!1 
37 


Philadelphia 
37 
41 


Cincinnati 
3!> 
42 


Boston 
35 
46 


St. Louis 
34 
43 


Brooklyn 
30 
47 


RESULTS 


Pet. 
.609 
.559 
.542 
.529 
.529 
.493 
.479 
.297 


.607 
.541 
.531 
.518 
.475 
.463 
.438 
.423 


And Not A Single Player In The Game 


Thought To Stand Slim On His Head 


New York—• 
R. H. E. 


0 0 0 0 1 0 0 0 0—1 13 0 
. Cipcinnati— 


0 0 0 0 2 0 0 0 1 — 2 
9 1 


Perrjtt and McCurty; Schneider 


and Wingo. 


The score, second: 


New York— 
R. H. E. 


1 0 0 0 0 3 0 0 0—4 11 0 


Cincinnati— 


0 0 0 0 0 0 0 1 0—1 
7 1 


Causey and Rariden; Ellcr and 


Wingo. 


Pirates, 5; Dodgers, 4 


FITTSBURG—Pittsburg made 


• three straight over Brooklyn by win- 


ning Wednesday, 5 to 4, in 11 in- 
nings. 


.The score: 


Brooklyn— 
R. H. E. 


0 0 2 2 0 0 0 0 0 0 0—4 
6 3 


Pittsburg— 


0 1 0 2 1 0 0 0 0 0 1 — 5 18 3 
Robertson and Miller; Cooper and 


• Schmidt. 
' 


Girds, .4; Braves, 3 
'. 


ST. LOUIS—St. Louis broke even 


\vith" Boston, winning Wednesday's 
game 4-to 3. . A-single by Betzel af- 
ter two were out.scored Fisher with 
the winning run. 


T h e score: . . . 


Boston— 
R. H. E. 


. ( 5 0 2 1 0 0 0 0 0—3 
8 2 


St, Louis— 


0 2 0 O'O 0 1 0 1—4 10 2 


• Hughes, Canavan 
and Wilson; 


Meadows and Gonzales. 


OF WEDNESDAY'S 
GAMES• 


American Association 


Milwaukee 5, Minneapolis 1. 
Toledo 3-7, Columbus 1-7 (second 


n;ame called in seventh; darkness). 


St. Paul 4, Kansas City 2, (called 


in sex-enth; rain). 


Indianapolis 2, Louisville 0. 


American League 


Boston 7-4, St. Louis 0-0 (second 


game called in fifth; rain). 


Washington 5, Cleveland 4. 
Detroit-New York, postponed; wet 


grounds. 


Chicago-Philadelphia, 
postponed; 


wet grounds. 


National League 


Cincinnati 2-1, New York 1-4. 
Pittsburg 5, Brooklyn 4 (ten in- 


nings). 


St. Louis 4, Boston 3. 
Chicago 2, Philadelphia 1 (twenty- 


one innings). 


LINE; OFFICERS 
mo. 
GAIE 


Kerwin, Niederer and Klingler 


Star With Stick; Joslin 


Gets 8 Strikeouts 


.390 


The Minneapolis A. A. club has a 


new catcher named Kitchen. 
The 


batters in that league ought not go 
hungry—standing in front of the 
kitchen with the plate handy. 


PICKED TO SHINE 


IN HARNESS GAME 


• ' AMERICAN' LEAGUE 


0 
" 
£ed Sox Win Twice 


• BOSTON—Boston 
took 
both 


•games Wednesday from St. Louis, 
,the first 7 to 0, with Bush having 
the better of Wright, and the sec- 


; bnd 4 to.O in.five innings, called on 


account- of rain. 


•; ' .The score: 
S H E 


First Game 


St. Ebuis— 
. 
.. 0 0 0 0 0 0 0 0 0—0 7 3 


Boston— 


• 
• 
0 3 0 1 2 0 0 1 x—7 12 0 


Wrighi and Nunamaker; Bush and 


1 Mayer. , 


'. 
Second Game 


. 
The score: 
R H E 


St. Louis 
0 0 0 0 0—0 4 2 


Boston 
2 0 2 0 0—4 .8 0 


.Rogers' and Sevuraid, Nunamak- 


er; Ruth and Schang, Mayer. 


i • 
'Senators 5,'Indians 4 


WASHINGTON — Washington 


«»ir«e from behind Wednesday to de- 


• feat Cleveland, £ to 4. 
Chapman's 


fielding was ,a feature. 


The score: -J 
R H E 


. Cleveland— 


3 0 0 0 0 1 0 0 0—4 S 1 


• Washington— 


1 0 1 1 0 0 2 0 x—5 11 1 


Bagby and O'Neill; Harper, Mat- 


teson and Picinich. 


Slim Lore's tyo ws» up in the air and 10 were hii mates. 


Big Slim Love, the tallest man in I and the good old wny of burying his 


baseball, recently halted proceedings 
in the middle of • a Yankee-White 
Sox battle when he dropped .his ball 
and glove and pammed both mitts 
in his eye with the well known re- 
mark, 


A bug had flown into it. 
He per- 


formed all the usual first aids, such 
as pulling the upper lid down over 
the lov/er, sneezing, rolling his eye, 


knuckles in the 'optic. 
But in vain. 


Finally he called for help. 


The help came, but it wasn't tall 


enough. 
, 


As Eddie Collins remarked, "the 


only thing lacking was a stepladder 
or a telescope." 
Finally the bug 


must have laughed itself into a fit 
and rolled out. 
Anyhow the game 


finally proceeded with Slim still in 
it with both eye«. 


Staff officers and line officer* 
at 


Camp Wisconsin engaged in an ex 
citing five-round game of basebdl, 
on the lower 
campus Wednesday 


night, and at the finish the 
latTer 


were on jthe long end of a 6 to 3 
score. 
{ 


Major Kerwin, university 
com- 


mandant, and Lieut. Niederer, sec- 
ond baseman and right fielder r.- 
gpectively, -were . the big 
gunners 


for the winning team. 
Niedever 


whaled out a • home run, and Ker- 
win connected for a three baggor. 
Lieut. Klingler of the losing Staff 
team also poled a three bagger, O'ie 
of .the two hits which were gleaner 
off the delivery of Lieut. Joslin for- 
mer big leaguer with the Cleveland 


i Indians, who did the mound work 
for the Line officers. 
Lic'uta. S.v 


wicki and Rewey .have two-bagger> 
to their cradit. 


The Stuff officers got away to a 


good start scoring two runs in tiie 
first inning. The Line officers even- 
ed the count in the fourth and put 
across* four' more markers in 
th1* 


fifth inning cinching the game. 


Staff officer, Lieut. 
Elliot 
was 


scorer. Sort. A. F. Stahl, umpired. 


The Line officers 
are 
those in 


charge of the training of the men in 
the cantonment. 
The Staff omcerr, 


about 23 in number, have been sent 
here from all the war departments 
of the country, ordnance, quarter- 
master, engineer, signal corps, and 
gas defense, 
and 
are taking • ii» 


work at the Forest Products Lab- 
!oratory. 


A baseball game between the offi- 


cers and the enlisted men is sched- 
uled for 
Sunday 
morning. 
The 


W 


SPORT EVENTS OF THE DAY 


;;b c ....... Nesbit 
."c p 
StO'ie 


ss 3b 
Hal! 


August Herrmann, chairman of the National Baseball 


commission, curtly answered "the ruling of the commission 
has been considered final in such matters" to the: suit filed 
by the Phijadelphia American league dub to restrain Pit- 
cher Scott Perry's use by the Boston Nationals. 
* * * 


Miss Detroit II, after beating all contestants in all 


races of the Interlake regatta at Put-in-Bay, Ohio, in which 
she has taken part, made eight miles of a fifteen mile event 
in world record time, only to be forced out of the race by a 
broken valve. 
Thirty-nine yachts started in the other 


event of the day, Namah of the Detroit Yacht club winning 
the special class match. 
. . 


* 
* 
* 
. 
• 


Walter Cochato won the 2:05 pace, Walter Cox the 


2:10 pace, Chestnut Peter the 3 year old trot and. The 
Comet the 2:16 trot in the Grand Circuit races at Kala- 
mazoo. 


• * 
* 
* 


Charles "Curley" Brown of the Pacific Coast league, 


was purchased by the Boston Americans. 


* 
* * 


Robert Larmcre, utility Outfielder with the St. Louis Na- 


tionals, enlisted Wednesday in the navy, making; the tenth 
member of the Cardinals to enter service. 


contests are attracting considerable 
attention. 
Wednesday's line-upj 


Line 
Droppers ... 
Sawicki. 
Vandervort . 
Joslin 
'• 


Kerwin 
Kennedy ... 
Rewey 
'Sheldon 
Niederer ... 


The. score: 


. p If . 


lib 2b 
Ib cf , 
rf rf . 
If ss 
rf p . 


Mille- 


Tice 


May 


Klingler 
Hubbard 


Line Officers . 
Staff Officers 


Strikeouts—Joslin, 


R. H. 


0 0 0 2 4—6 7 
2 0 0 0 1—3 2 


8; Hubbard, 


VETERAN RED IS 


STILL BOX STAR 


DREYFUS HITS TENER 


IN BASEBALL SQUABBLE 


Chicago at 
Philadelphia, 


postponed; rain. 
game 


• Detroit at New York, game post- 
poned; rain. . 


It's too early to say much about 


the Browns urtder Jimmy Burke's 
leadership, but their work has shown 
n big improvement to date and St. 
Louis fans are backing him to the 
limit. 


Catcher Cady, canned by Connie 


Mack, is working out with the Phil- 
lies and may be kept for a while. 
He has been showing poorly since 
.hurt in an auto accident last year. 


Rube Dressier hun£ up a rath- 


er unique record before he laid 


• aside his baseball uniform for a 


U. S. suit. He won seven games 
and, took one from each team (in 
the 'Jeaguc, thereby showing no 
favoritism.' 
Toledp is hovering: in the cellar in 


the American association race, but 
gives Kansas Cvty, league leaders; 
raoro trouble than any other team 
has given them so far. The Ohioans. 
must have the Indian sign on .'em. 


Site G. 


Estn G. is one of the pacars ex- 


pected to maj» a name for tertelf 
in the light harness sport this Rea- 
son. 
This despite the fact that 


czar:< run ii her family and this is 
the of? season for czars. Her mother 
was Eettie Czer and her frrandsin 
•was Czar himself. To up the eli- 
mox her home is in Russiaville, lad., 


he* owner S. F, Palin, live*. 


PITTSBUEG—Barney 
Dreyfus, 


president of the Pittsburc club, de- 
clared Wednesday there would bo no 
baseball war. He announced that he 
would not sustain President John K. 
Tenor of the National,league.in his 
fight to uphold the ruling of the 
national commission in 
the Scott 


Perry case". The Pittsburg magnate 
says the only thing to do is to "re- 
organize 'ohe commission." 


An Irishman who had 
recently 


come over was looking at the head- 
patriot?" 
Pat riot is it?" says he, 


"begobs, Put is me furrst name and 
Riot hits me where I live—-just count 
me in an' let me -know when an' 


She is entered in several pacing 
events on the grand circuit this 
_.. ._. 
. 


s«nson. and will ittet such stars as | where the foight begins." 
Belle Alcantara, winner of the 2:17 
pace at the North Randall m««t, 
Hal H, and othe$ wigglers. 
A WAR SAVER is a L:fe SAV- 


ER.' Buy War-Savings Stamps! 


AMERICANS. WIN 


ROME—An American relay 


team Wednesday defeated Ital- 
ian and British runners in an 
800-metre race in international 
games held at 
. The Amer- 


ican team was composed of. 
Breen, Conn, Irvine and Swiv- 
ven. 


.Timrny Burke is-the seventh man- 


ager the Browns have had sroce they 
broke into the A. L. 
This number 


does not take in ail the "acting man- 
agers" in between shifts. 
Jim Mc- 


Aleer was the first pilot. Then came 
Jack 
O'Connor, Bobby -Wallace, 


George Stovall, Branch Kickey and 
Fielder Jones. 
Burke 


handled the 
Louis teams. 
Louis team was enough for the othei 
leaders. 


has 


reins' for both St. 
One crack at a -St 


Don't Wait. 
DO IT NOW. 


Waj-Savings Stamps. 


Buy 


PITTSBURG RUNNER 
T) D T3-13 D D T P E 0 
STARS IN QUARTEB DJ}M I R llj fl b 


M A Y G O D O W N 
BY NEXT!INTER 


Market 
Survey 
Shows 


Bright Prospects in Live- 


stock Situation 


Frank She*. 


Track experts are agreed tha 


Frank She*, University of Pit!? 
burg runner, is on* of the stars o 
lav coU'Jff* world in the middle di: 
tance e'rmte. He is especially 
In the 


CHICAGO—The American live- 


stock situation, as viewed by the Na- 
tional Livestock exchange 
after a 


survey of conditions.at the sixty big 
markets and the great 
producing 


areas, never was brighter from the 
standpoint of the producer, and the 
consumer, on the other hand, need 
have little fear of increased prices 
during the fall and winter. In fact, 
a slight reduction in beef prices may 
lie expected by winter, while pork 
and mutton prices probably will see 
little, change, in the opinion of C. 
B. Heinemann, secretary of the ex- 
change. 


The splendid response to the gov- 


ernment's request for increased pro- 


Beef, camiod, pounds 
Beef, fresh, pounds 
Beef, pickled, pounds 
Oleo, oil, pounds 
•• 


Bacon, pounds 
Hams and shoulders, pounds 
Lard, pounds 
Neutral lard, pounds 
Lard compounds, pounds 


covering the first five months if •'-« 
year, is 12.4 per cent over the cr'r. 
responding period of 1017. Onicia'j 
of the organization say tha: i.r.e' -'1. 
ports indie-ate that the irc 
1--:.-^,.'",'• 


2, 871,000 to#8 estimated Ja:.uVr: ;" 
by the department of afcr:c':iti--t.' 
will be far surpassed, a-'i sh'-.;-^.! 
ceipts for the first five mo.'.t'j • -' 
creased 397,327 or 6.3 per cir.t o-.'ei 
the same period of 1917. The- •.-.•(.;-'. 
er.T lamb increase alone, Mr. IU:7<"! 
mann reckons, will be 1,500.':00 -,c-t' 
over last y;ar. 


Establishment of shipping :v^, 


which makts a five-day markc-.. !o"» 
sought by shippers, and eiirubj-ij 
the Monday market "g]uti>" thar'for. 
merly caused wide price swirtjs, -^ 
gether with the Bureau of M.-;.-^'-^ 
recent action 
in taking cvr:r 
j'-L 


work of ha idling estimated rwyC] 
and prospe< is, have been b'.;- •:•(:••,?• 
in stimulating confidence of .;-.,- ^ 
ducers, Mv. Heinemann Cec!an.-<.Y'« 
licensing system, effective Ju.v 2"" 
under which- pickers will 
so had an encouraging e:T<ra 
producers, lie says: 


Pointing to the food aCRitni^ra. 


tion/s estimates that one of 
c-i-v 


four cattle and one of each ti-ri-'j 
hogs produced will be r.c-c-ck-'i •.!•'•'•''. 
government contracts, the NV.'.crii'i 
exchanije pives this comparrit:-.-" -J.. 
ble oi exports for the clever. r:.o-thi 
ending May 31, last, ar.'i t'r> •±~. 
period of lM17t 


191? 
K,i7 


79,428,107 
.-)!i 74:; -.-• 


311,517.394 
i»n.;i.;i,s,) 


52,546,106 


727,9 ?9,9-!7 
372,106,363 
363,2-50,302 


Total 
'. 


Auction, tlie phenomenal 
reduction 


in losses from preventable diseases, 


r^ measures 
for the 
producer's 


protection, improved railroad serv- 
ice, 
especially to western markets, 


and 
the satisfactory 
condition of 


most ranges combine • to make the 
outlook unusually promising, accord- 
ing to Mr. Heinemann. 


The cattle increase, based on ex- 


change reports from 59 markets and 


Soldier-Athletes 


Profit By War Training 


The war will inject a new psycho- 


logical aspect into sports of the fu- 
ture. 
Thousands of athletes, great and 


small, who laid aside their athletic 
equipment to enter the war, probably 
will return to their given sport after 
the kaiser gets his. They probably 
will find themselves somewhat rusty 
at their game. 


But when they stack up against 


an opponent who hasn't -bean through 
the hell of battle they -will have one 
big advantage. The civilian 
will 


know that he is facing a man who 
knows no fear—a man who has look- 
ed Hun shells, poison gas, liquid fire, 
air bombs and other bits of German 
,^^^-^^^^s^-.^^-s^^w'—s^*^~*~ff^*^ 
WATER CHAMPIONSHIPS 


TO BE HELD AT DULUTH 


finery in the eye, has laughed at it 
all and has won out. 


The civilian opponent will not have 


had the fiery test. And it will take 
.a pretty courageous player to forget 
this when he starts any kind of a 


2,013,630,631 
1,": 


"The food administr,-.;! 


operation vitli the o,u^:: 
department, contemplate-j 
lishmeni at western pad-:. 
of a meat 
reserve of 


pounds to take care of ev.ir;v7.r:-s 
and this purchase "il! ;ic: ;..-; ,1 s;... 
bilizer lo protect the :,rici -i:-^- 
tic-n," Mr. li eincrrisrvr. said. 


"Railroad service, whirl; oarijcr in 


the year caused grave co.-.ct-r-. r.-.i 
is showing i;rent irr.provc:;:eL^ c;:.;- 
cially to western marker.. Er.;-.c- 
and southej-n raiiroacis have =e«~- 
ingly failed to recognise the impor- 
tance of go )d service fcr l:ve stock. 
The recentlv initiated rate ;niva-;e 
of 25 per ce it should enable the rai- 
roads to better equip theri'.^c-lves for 
handling th:> heavy fa!! rur.f. 


"The sha--p decline in .May cir.le 


receipts an 1 the preponderates oi 
trashy anirials caused the govern- 
ment to 
iiaug-urate a beef ra;:o:i 


which will materially red;: 


T«n«y. 


Pttdwr Pw<t Toney of the Cincin- 


nati •R*ii icems to be set for an- 
other, irood eewon. He has been one 
of- tJi» huninir. (tori of tha team 
mozt at tht.fame for several sea- 
ion*. , 


DULUTH, Minn,— The list 
of 


entrants in the Red Cross rowing 
and swimming championships to be 
held by the Duluth Boat club Sat- 
urday, as announced today, follows: 


Century Boat club, St. 
Louis: 


Western Rowing club, 
St. 
Louis; 


Illinois Valley Yacht 
and 
Canoa 


club, Peoria, 111.; 
St. 
Alphonsus 


Rowing association, 
Boston; 
Bau- 


dette Boat club, Baudette, Minn., 
Duluth Boat club. 


An all star squad will be organ'.r- 


ed from the visiting clubs to oppose 
Duluth. 
The single sculling races 


will be for the championship of the 
United 
States. 
The contestants 


will be: 


Hanlon 
Hackett, 
Bcauder'! 


(Minn.) Boat club, 


Harry Volger, Western 
Rowing 


club, St. Louis. 


John J. Sullivan, St. Alphonaus 


Rowing association, Boston. 


E. B. Meals, Illinois Valley Ya-rht 


and Canon club, Peoria. " 


Swinvmers of national fame will 


compete for the northwest 
cha.n 


pionship 
in connection 
with 
tn.j 


rowing regatta. Swimming organi- 
zations of the northwest and Cana- 
da have entered teams. 


Sunday ball seemn to be mak- 


ing a big hit in Baltimore and 
Washington, and New 
York 


fnns are hoping some way will 
be found to give them Sunday 
games, too. 


game with an ex-soldier or sailor, lad. tic consumption. This 


This is bound to have a psycho- hotel trade ordinarily .„ 
„ .... 


logical effect on his opponent. And {choicer cuts and is particularly ciis- 
what is more it is a ten to one shot 
that the warrior will play a much 
more dashing,-intrepid .game than he 
did in peace times. This will help 
further to take his rival off his feet, 
mentally and physically. 


It will be an interesting thing to 


watch when the big game is over. 


^r-**. *rf~ta-~*^*->~-^«^W^- 
S 
^rf^w--^- 


CAN THIS BE REASON 


FOR WHITE SOX SLUMP? 


Whenever ft ball team slips below 


turbing to the kosher trade 
finds a rest-ieted outlet for it; ;crc- 
phah or that part o'f the carcas; r.ol 
used by the Jewish tradu. 


"The sto<Jcer or feeder movcmer. 


during the first two months of iO!5 
showed no :.riatcrial increase'. Late: 
price readjustments restored confi- 
dence and ihe first five-month peri- 
od shows thipments from 30 mar- 
kets incressed 
approximately ?.l 


per cent ovsr 1917. 
This is equiva- 


lent to 130,;iS7 r/iore cattle sent back- 
to the cour try. 
May is so far the 


banner moi th with an increase ot 


its expected tiace the fan begins to i 45,797 heao. 
This stocker demari 


dig beneath the surface for the reas- 
on. Mere pitching, batting and field- 
ing records prove little to his satis; 
faction. 


All of which is written to bring us 


to this point: 


White Sox fans are doping it out 


that the absence of old Kid Gleason 
more than the absence of Jackson, 
Williams .and Lynn, is responsible 
for the poor showing of the crew 
from Comiskey's yard. 


It is" said that the Kid bade the 


team a sad farewell when he failed 
to get in on a slice of the world ser- 
ies money last year. 


When the team made its firs'; trip 


east the Kid was in Philadelphia, but 
didn't come near the team. 


Fans are remarking, that, 
-had 


Gleason been with the. club no one 
could have induced the three mem- 
bers of the club to jump to the ship- 
building game. 


Take it for what it's worth. It 


sounds probable at least. 


Last winter, it will be recalled, the 


order to golfers which the adminis- 
trator scnl out through the medium 
of the na^-onal association was not 
issued until after tte first of the 
year, and it came in the nature of a 
bombshell to many followers of the 
game. Clubs were quick, however 
to respond, a large number cutting 
their consumption, and others clos- 
ing their doors -completely until the 
spring.' 


The Five-fifteen Flying Squadron will solve-its strategic problems-in secret hereafter! 


"TH 


By GALE 


was especially benefited by rair.s i^ 
the Texas . drought 
di?irict wh!;h 


caused cattlemen tliere to re-er.ttr 
the game. 


"More ard more are the feeders 


going in 
for quality. 
The south, 


whose stock-raising-" rapouroes it; 
almost untDached, 
is showing a 


wonderful iicrease. 
W. G. Harc- 


ing, one of the best posted rr.er. o~ 
southern stock conditions, 
reports 


orders for 11,000 stockers for south- 
ern feeders with ar. ur.precj'ie.ttK 
demand for-'pure-bred bt;!!s. 


"The poli:y of ionp fceuir.j peri- 


ods for cattle has giver, way to \:.f 
war time system of short feedir.j 
with a hunied return to market cr 
as baby beef. 


"Prom the far west come reports 


of ranges in need of rain. ;:r.(i ."jr.; 
19 saw the first strinjr ot" J'or.tarJ 
cattle on the Chicago m.-irket. 
Ex- 


perienced ccttlsmen predict the mar- 
keting of t;ie grass cattle :'. rflor.t: 
earlier than usual. 
Senator .'cr.r. 


B. Kendrick of Wyoming. ;::: author- 
ity on rangt conditions, believes c«- 
tie from his state \v:l! reach narlit: 
in increased volume over !!>!" :••"• 
that their 
quality 
wili 
show • 


marked imp-ovenitnt. 


"Food administration represc'tJ- 


tives-expect conditions in the cattia 
supply to b< restored to r.or ir.al i 
September' and hav0 pron-.ise-i r:- ! 
lief from all restriction.- a? Joor. -> ; 
conditions wirrant. 
\ 


"The beef :attle prices or. the Chi; , 


cago market, compared with '••'•• - 
figures, 
are approxiir.atclv ?. 
:-00 to 


?4.00 higher. 


"Improved methods of iriirr.U'i:- •'• 
g pigs against cholera has crc-s'; .' 


ed demands for stock 
pips wh::: ' 


cannot 
be 
supplied. 
Twenty-"'1' . 


markets repcrt an incrc.-^-i'ii nove- i 
ment of stotk 
pifrs bat-'-: to 
:"J f- 


country for the first five T.orth; >• '. 
1018 of 77.8 ;>er cent over '.f:'- 


"The south is making tri'ir,en,;c- ., 


strides in hcg production . Mi^:;' .' 
aippi claims in increase of 10 
(1 r{;. . 


icent and Alabama reports 
a^:--1 , 


[greater increase. 
Quality stu.. :i ^ 


in,demand. 
.„ ,;'; 


."Governme:itaV purch:i.<es brgcJ •--' 


account for 
.he s'ceaiiy rcarke: '•» -^ 


hogs. 
Over-iiroduction seems ic' 


•possible. 
__.,. .;'. 


"May hog prices avcraprc Si^-^- f:;; 


compared with S1C.90 in May, '--'" :& 
and $9.S5 in May, 1916-. 
. ^ 


"The sprini; lamb rsioverr.or.^ «"-" g. 


sidered a bavometcr of ?l:eet) co-- .:j 
ditions, indicates a shortacro in If-' i;| 
nesaec and a surplus :n Ker.t^-v |^ 
The southern lamb movement is '•>' i| 
tcr than usual while the wester- ^ 
movement began earlier. 
,., ?£ 


' Kay lamb prices avcracr? ?1" 


compared witl1. $16.90 in May, 1. 
and S10.7S in Jiay. 1915." 
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, H E C A P I T A L T I M E S 
i'|K:*ined Advertising Rates 


u*> - ccnt* p 
word. 6 ifiiu 


c?1* ^"^ tha 


11 insertions ot tho Bnmc 


a^'U-tve insertion! 
t'ti-d. 15 cents. 


'word. 
. 
sit of 


d. 


of the 


!• ( 4 i won!* for a blind adur^n. 
' ,0!iii minion cups. IB cent* extra. 
n.' L»c Kiven lor n definite number 


' :o lids hsive to bo mailed. Mind 


- .mt-i'Mown advertlstnc muit be 
r.U-d i'.v cash, 
,-t in iidvcrtisiny telephoned will 
Lki's. ri.sk. 
[.,• it only pcrm:tt*d nt top nnd 
<;' uti? :it the cost of 25 cent-* per 


,- 
-,-t .ir. error in your ad 
notify 


;,-.. The Capital Times U nhvoyn 
o -:Ti-ot r.n error which u made 
.; tin i'iiU»loyM. 


CLOSING HOURS 


L,|- in.isi be in Tho Capital Timrr. 


isi.ui :i 
Lhe ilny of publication. 


,-i, Liter than noon will po in- 


MISCELLANEOUS FOR SALE 


FOR SALE—One sr.fc, one cnsh recruiter, 


one atu plate. Phone Badc*r 10S2. 


The ptll that will, tor ob»tln*t» eonatlpa- 


Eion, try our Cu-ca-lajt. H*» no harmful 
*ftcr effect*. 
, 


25c B pack ace at 


PALACS DfcUG STORE 


114 Bute St. 


TYPEWRITER—I have a Remington No. 11, 


original list price 5120.00, 
Will sell for 


*fR5.00. 
Cnsh. H, E, Wcmple, 448 Waah- 


injrton BldK-. Phone Bodcer 340. 


MISCELLANEOUS 
27 


GEORGE REYNOLDS 


He Buys. SeLIj and Exchnngn 


Furniture, Carpets, Stoves, 


Ranges, Rugs 
70* 


MUSICAL INSTRUMENTS 


ads. 


t; it will save you DRUMMING 
OUTFIT-for 
sale. 


money to use Tim Capital | nblc. Write.B-10, Capital Time* 


PJiO.NE 
BADGER 
2200 


LOST OK FOUND 


y Mtrifwhere in Black Earth. 


• Madison, a blnck leather bill 
!i:iK »!»)ut S2sOO. Cnn iden- 
d. 
1'hone Bndsrcr 2J6. 


BOATS AND LAUNCHES 
2S-A 


TWO SAILBOATS for sule. i'hone B.djrcr 


7SS5 or 7015. 


•I1ALE HEU- 


;AN:T<..'A Them i>:r.v Building. University, 


S.i!,.; • >"" 
(1 I'1'1' rnonih. Apply to Mr. 
A. 


U 
1. .'Is-w-nni'l], •ierx'ioc building. 


MJl'M'^J'.r. •!•'•'? - ilanfly 
men wanted. 


R..:-: 
1:.- 
1- 1-uundrjr. 629 K. Mifllin. 


1'iolper for electrical 


work. 
Apply in per- 


son. 
K. J. Nickles. 


FEMALE HELP 
1C 


(;;11L or middle aped ludy 
>:cnoriil 
housework. Mrs. 


ii I-'iishion Shop. 


WAITRESS —wanted 
lit 


n iH'rson. r'runk's Restauv- 


VAiD ^'AN'l'^D 
^or 
Kcner.il housework. 


i'n.1 -a^--. Small fnmily. Badser 631!!. 


MALK AND FEMALE HELP 


A GOOD 
POSITION 


AWAITS YOU 


'ifv'r? :., a con-unt ilemand for competent 
•v:i.^r- c: flurroughs Calculating and Bur- 
-.^:- Hufi'Krieopinf: Machines. 
Vo'jn;: ucmou who complete the course 
^-:- .ic.ractivo j.ilariw and steady cm- 


FOR SALE—At bic discount—suits that are 


uncalled for. jiat a 1'cw und they will 
quick. The Glasgow Tnilors, 


WILL RE- 
N E L S O N 


it/I 


AS 


NORMAL HEAD 


' / 
...• • 
'-;.,... - ; 


Stevens Point Lawyer Will 


be Chosen President of 


the Regents A 


George B. Nelson, Stevens Point 


will probably be re-chosen president 
.of the board of^iormal school. at 
their annual meeting here this af- 
ternoon. It has been the custom of 
the regents to elect a president [or 
two terms and Mr. Nelson has heM 
the position for only one term. 


William Kittle will be re-electo'i 


secretary of the board. No opposi- 
tion has developed, according to the 
members who convened here this 
afternoon. 
Budget questions and 


the plans for the nine norhials will 
be checked,over.by the board at their 
annual meeting. 


PROF. SERVICES OFFERED 


MRS. E. P. SOMMERS 
Graduate Universal Chiropractic 


CoIlcEC 


Residence and 
OfTice, 


310 West Doty Street 


Phone 6320 


SERVICES OFFERED 


UACJGAGE HAULING 


TAXI SERVICE 


Phono 805 
Transfer 


PICTURE FRAMING — Curnera 
repmirini, 


Photo enlnrcinE and ttniiihins. Fhoto*rt 
House, phone 22- 


FOUR INJURED IN 


AUT01CCIDENT 


Mrs. Theodore1 Verges and Rel- 


atives in Car That Turns 


Over 


REl'AlKi.NG 


LawnMowers Sharpened 


Repairing of all kinds— 


Blacksmithir.g'. 


TOWER MACHINE 


SHOP 


206 E. Washington Ave. 


Phone 1997 


Mrs. Theodore Verges, 140 North 


Blair street, and three relatives, Mr. 
and Mrs. John Halaeon of Milwau- 
kee and Sam EhroporJon, Sun Prai, 
rie, sustained minor injuries when 
the car in which they were driving 
turned over on the road 
between 


Madison and Sun Prairie. 


Mrs. Verges' wrist 
was injured 


and several ribs broken. Mrs. Hal- 


1 aeon has a discolored eye and min- 
or face bruises; Halaeon was hart 
on the hand and leg. The Halaeons 
are spending their honeymoon with 
their nephew, Theodore Verges, and 
had gone out in the automobile to 
visit Ehroponlon. 


The-automobile was badly dam- 


aged, i\ 


AUTOS FOIt SALE 


MAXWELL TOURING CAR for sale 


Phone Eudper -1713. 


BUSINESS SCHOOL 


ROOMS 


'• Vf:,•;, ST., \^:, K. --Furnished room for 


;:no.MS for n-nt. 
Badgci 


ROOMS. 
I-hoo* 


HOOSIS 


N. 
Onu liirce front room 


i:;.:.-.-ly furnished for li^-ht 


•;.iKi:.O KUKNISIIl-N'GS 


FOR SALE 


USED CARS 


/ S150 to- 5600 


All in first class shape and you'll find them 


exactly as rupreatnted. 


MAXWELLS, 
OVERLANDS. 
DODGES. 


CHEVROL.KTS. 
HUDSON'S, CHALMERS, 


KORDS. 
TOURING 
AND 
ROADSTERS, 


LIGHT AND HEAVY TRUCKS. 


HENDERSON. * 'BALDWIN 


USED 
CAR EXCHANGE 


Union Transfer HlHu, 


Matluon. Wb. 


AUTO LIVBIIY 


TRUCK FOR HIRE 


47 J 12 


Phone Oakwood 


OBITUARY 


JEROME WEISMAN 


Jerome Weismnn, 7 weeks old son 


of Mr. ancUMrs. Otto Weisman, Sun 
Prairie, died at St. Mary's hospital 
this morning following r.n operation. 


GEORGE BEYER 


The body of George Beyer, who 


died at his' home, 1025 East-Johnson 
street, early Wednesday morning, 
will be taken" to New London at 1 
o'clock Friday afternoon. 
Funeral 


services will be held from 
the 


church of the Most Precious Blood, 
New London, at 9:30 o'clock Satur- 
day morning. 


BUILDING SETTLES 


BAY WINDOW CHIPS 


Structure of Krusger and Tand- 


vig and 0'Cohncll and 


Meyer Settles 


FLATS 


DAYTON ST.. 


ond n.it, v r!I 
Thuni.' Badpcr 


' WEST— Himdsom<« 
i-.-:i?fl. liirht ;'.ntt mod 


FIVE ROOM 
MOUKft-N 
l-'l.AT 


520.00 
1'honc liiulrcr 2300 


<.-'.! k 
Huifct, 
fur 
r^Laurants, 


'", t Kni.li-r, Oak L:idira' writhlj: 
' • 
'• i 'i.Oil; 
l M.iliocany 
writing: 


• 
.TIC.- ;•'.',00; 
;i 
*mull 
Wjt*h 


." >'•>.-', ?!.:.0: 1 M.ihoiTany Settee, 
'. 
" !a'i.v Store O.ik General Mer- 


1 i--: ^--cicht 7 ft,. 3 in., 30 
in. 


'• 
'.'••'.'.;; titTed with HlidinK cliws 


:•• ''' -f!rc:cil o.ik. Kolucn finbh, 


'"""•' • 
r<n haml several used 
ail 


• i'-fi 
t ven:- 111 very troytl comli- 


. :•• • ;i]c'c itock of new oil cook 


•' •1-i--. etc. 


. !\ SHARRATT 


• •'' "•''. 
1'honc ilndiHT 397-1 


:'.'. i.rnjj Distance Moving 


Storage 


roi; SALE 


'• 
i f 
GlolH'-'.VcrnickL' 
Soctkina! 


• ' 1:1 Ljood condition. 
" '-. U-il Top Desk 
S16.00 


' • • • ' . l i i t To;! Desk 
:'„•>.00 


1 ' '' Uifii-' Table 
Q.50 


l >". .1:1.1 I'nd 
10.00 


' : - - Stuvi'. elevated ovr-ns ITi.OO 
'•-- Slavi< 
10.00 


''' S'.i-iv-i 
0.00 | 


:-".v r^nv^.; porch ?uinR 510.50: 


' •'•iiSi-i.-itjon Gin nnd Co,-il HnnKe: 


*• ••••i'"iMi'>n Carf imd Co.i! Ranee : 


•••••<•• 
Li-tu-r File. S16.00: 1 42- 


'••••':;ii:i Dinner Set; nrw Roods, 
'•''^ i;"hl Stamped, price SGTiO, 


>'•• I"'- SHARRATT 


"':1 -M- 
Phono Badger 107-1 


>TA.N'CE MOVING 
STORAGE 


TACKING 


JOHNSON. 52S W.—Tiro 5-roo^i fiat.i for 


rent, stove hc.it. 
B:uli:cr 433o. 


WILSUN ST.. 


condition, 
B.i 


W.— fnur 
dKL-r 2102. 


room flut. looil 


HOU5KS FOB SALE 


you brat thia 7 


East End Home 


room 
bath H bodrooma.) 


jl :i^.\I22, interior ii:-r.ir.,:cmL'Mi L'.xc 
[um!>iu)r. oicctricjtl and l>o:Ltir:t; ui 
i e.focptijnu). 
1'ncc SS^CO. 


(No tr^d^-s] Call and lurycct. 
LEGLER 


Telsuhone 1211 


FAl:.u.i r'-jH SALE 
m Lands 
Fa 


in the Richest P.ejjion on Earth 


•••' i-iirriiiKra J5.00; oil stovw 


; .i-friKcrators 38.00 and up; 
:''i rlt-nncr S10.00 ; mabocany 
5: 1.00: i-hifTonitr SR.OO: chiW» 
« -:iMx>nrrt $7.00; Mason fruit 
i;".'-n: kitchen cabinet {6.50: 
•''"<! up: ten wntton »4,00. 
1 !'. SHARK ATT 


Fn:.t Sidi- Store 


Phone Bndircr 7623 


Milllin. 
Phone Badger 


We have several snc-UL'und ucres o: luad 


from which wu huvc removed thr merchant- 
able lot: timber, tbat wu arc ficllini: to octtlcrj 
on very lavoruble tcr^..i. \V\",\ be ::lad ta tn»U 
you booklet describini- thii territory. 


TALLAHATCHIE LUMBER COMPANY 


Philliu. MisniiMippl. 


Settling of the building at 7 East 


Main street caused the chipping of 
| the bifr plate glass windows of the' 
' Krusgcr and 
Tundvig Rexall drug 


store U7i<l of the McConnell and. Mcy- 
ev clolhinp; store. Three new panes 
wure put in Thursday morning. The 
old p::ncs were only chipped at the 
corners. They will be -sent back to 
the mnnufr-cturnrs who can cut them 
down, eliminating the broken edges, 
so that they may be used again on 
windows of smaller size. 
YANKS "CANT 
ENDURE 


RETREAT; FAIL TO HEED 
COUNSEL 
0 F 
FRENCH 


LOANS AND MORTGAGES 


REAL ESTATE LOANS 


f> per cent interest, Scmi-nnnually. 
In 


nmount» of $!00. ?300 or SSOO, aecnrcd by 
first mortcnee on inside Madison real es- 
tate. 50 p« cent of value. Telephone Bad- 
ger 103. 


~N'EENAH—W'fiiiV digging in the, 
r;rr:und near his lake shore summer 
cottage Dr. 
G, G. Barlow of this 


city unearthed the remains of an 
Indian skeleton. The skull, ribs and 
portions of the arms arid legs were 
intact 


PARIS — "We regret being 


unable on this occasion to fol- 
low the counsels of our masters, 
the French, but the. American 
flng has beer, forced to retire. 
This is unendurable and rfono of 
our soldiers would 
understand 


tl'eir not 
being asked to do 


wlia'jovov i? necessary, to re-es- 
tablish a situation which is hu- 
miliating -to us and 
iniaccrat- 


ablo to our 
country's honor. 


We are going to counter 
at- 


tack.'" 


This was a message sent by 


an American jreneral in com- 
mar.d of American forces south 
of tho Marne on Monday after- 
noon after the 
Germans 
had 


succeeded 
in 
forcing 
the 


Americans back towards Con-- 
de-en-Brei.' 
The French com- 


mander informed die American 
general that the early -German 
success could not have any 
great effect on the fate of-bat- 


• tie; that it was understood per- 


fcctly that after hard fighting 
the Americans had slowly re- 
tired and that' it was not ex- 
psctad that they 
immediately 


launch a counter-attack. 
He 


added that a counter'-attac!: 
could be postponed without risk 
and it might be 'better to give 
the Ameriean -troops an. hour's 
rest. 
. . . " 
Immediately after the Ameri- 


can general sent the above roes- 
sage, which is quoted Hy th* 
correspondent of the. -Matin 
the Americans launched' their 
counter-attack and 
the lost 


t^round was soon recovered with 
an additional half mile ta^en 
from, the Germans for guod 
measure: 


War-Savings Stamps are Worth 
[ Self-Sacrifice. 


TODAY'S SITUATION 


U~-. 
, —~~ 


(By tor AiioeiaUd Prcu) 
. n , 


General Foch has taken the. 


aggressive on an 
important 


scale, attacking this morning on 
a 25 mile front between the 
Aisne and the Marne—the west- 
erly side of the Germans' Marne 
salient. 


The attack appears to be a 


significant counter stroke to the 
'German drive along the Mirne- 
Rheims-Champagne front. From 
various sources comes report* 
that the battle is progressing 
favorably to the allied forces, 
which presumably include Amer- 
ican troops. 


The front of the attack runs 


from Fontenoy, six miles west 
of Soissons to the town of Bel- 
leau, on the Clignon river. Few 
details of the battle are yet 
available, the main fact officially 
stated being that at various 
points along this front progress 
of from a mile and a half to two 
miles has been made and that 
prisoners have been taken. 


The situation on this front 


presents interesting possibili- 
ties. 
The battle line when the 


German offensive paused at the 
Marne early in June, closely re- 
sembled the letter V with the 
acute angle blunted. Since their 
attack on Monday morning the 
Germans thave made progress 
which has changed the form of 
the line to that of the letter U, 
the right leg of which is shorter 
than the left. 


From Fontenoy, at the tip of 


the left leg to Rheims, on the 
end of the right, is about 37 
miles. 
The distance from the 


Aisne to the present battle front 
south of the Marne is about 25 
miles. 


It is along the left leg of the 


U that the allied onslaught be- 
gan this morning. 
Behind the 


allied lines is the forest of Vil- 
Icrs-Cottercts, with a network 
of strategic wagon roads and 
three railway lines. In front of 
them there is an important rail- 
road line running southward 
from Soissons to Chateau Thier- 
ry, presumably used as a supply 
irtery for a large proportion of 
the enemy troops' along the 
Marne river. This railway was 
about four miles from the allied 
-front when the attack was start- ' 
cd today. 


If the attack of the allies is 


what it appears to be, it is a 
serious threat to the whole Ger- 
man position south of the Aisne. 
Rapid progress by the allies to 
the eastward would compel the 
abandonment of the German of- 
fensive which is now apparently 
directed toward Epernay to the 
south of Rheims mountain. 
It 


might, if successful, even bring 
•about a German, retirement from 
the 
whole 
Soissons-Marne- 


Rhcitns salient with potential 
disastrous results to the enemy 
in the loss of men, guns and ma- 
terial. 
' . 


During the last three weeks 


'the French have carried out a 
number 
of 
local 
operations 


southwest of Soissons, along the 
line where the present; allied ef- 
fort is being made. 
By these 


operations the French line from 
the region of Ambleny, south of 
Fontenoy, to Loi.jjpont, nearly 
S miles further south, was ad- 
vanced and straightened. 
Be- 


fore today's attack began the 
French held positions along a 
series of ridges o;; a five mile 
line from Ambleny'to St. Pierre 
Aigle and were in strong en- 
trenchments further south. 


The part American troops are 


taking in the allied counter blow 
is as yst unknown. 
The line 


mentioned in the official state- 
ment from Paris, however, in^ 
eludes a section of the positions 
held by the Americans in the 
neighborhood of Chateau Thier- 
ry. 
General PcrsKin'g's men are 


known to he at Bclleau and they 
have been mentioned as,being as 
far north as the town of Torcy, 
which is on the south.side of the 
Clingnon river, above Belleau 
wood-. 


Measuring from 
the Aisne 


river, arouruttho Chateau Thier- 
ry saliei.t and thence to Mas- 
sijres, in the Champagne, the 
eastern 
line of the : present 


struggle, the length of battle 
line is abcut 105 miles, which is 
the widest front that has been 
in active battle on the western 
front since the early days of the 
war. 
, 


Official reports appeared to 


show that the German stroke 
against 
the 
Marne-Rhcims- 


Champagnc line had not gained 
further ground over night. . At 
Nanteuil-la-Fosse, 
the region 


southwest of Rheims, a heavy 
German attack was crushed, ' 
while an assault by guard regi- 
ments north of Prosnes, east of 
Rheims, was broken by the al- 
lies. 


According to unofficial reports 


today, the Germans have made 
some slight progress ' south of 
the Marne, in the region north 
of St. Agnan, to the southwest 
of Dormans, but this advantage 
was apparently only-local. What 
appears to be a more "important 
local success by the French, is 
reported from the. easternmost 
point of the front, south of the 
Mtirne. The French ate said to 
have recaptured here-the town 
Chcnc-la-Reine, -and important 
heights in the vicinity of these 
of Montvoisin, the. village of 
villages commanding the river 
Marne. Italian troops are fight- 
ing in the area between the 
/Marne and Rheims and are said 
to have recaptured the village of 
Clairizet, two miles' northeast 
of Blijjny." 
.. • ' 
_;.;• 


O.S. TAKES.BECKER 


STEEICOMPANY 


Acquires German Secret for 


Production of "High 


Speed" Me'tal 


[By the Associated Proa.] 


WASHINGTON — Taking 
over 


by the government, of the Germir- 
owned Becker 'Steel • company of 
America with a plant at Charleston, 
W. Va., and offices 
in New Yo.'k, 


was announced today, by A. Mitchell 
Palmer, a lien property custodian. 
With the company comes to Ameri- 
can manufacturers a secret, process 
for the production of "high spe<! 
steel, heretofore held exclusively by 
the1 Germans. 


VETERANS WILL 
HOLD RALLY 
AT C A P I T O L 


Patriotic Program Will be 


Given at Monona Ave- (^ 


nue Entrance 


SICKNESSINCITY 
, 


AT MINIMUM 


Contagious Diseases Are Neg- 


ligible, Health Office 


Reports 
• " , 


Summer has brought a cessation 


in communicable diseases in. Mali- 
son,' according to reports and sta- 
tistics from the city health .depart- 
ment. Mrs. Carey Fisher, Milw-iu- 
kee street, who' was taken to t!:^ 
isolation hospital, Wednesday, with 
scarlet fever, brings the total num- 
ber of cases up to five, two of whi:h 
are smallpox.' 


One soldier from Camp Wisconsin 


was reported' a short time ago to 
he suffering with pneumonia. 


The record which the department 


sent to the bureau of vital statist'C3 
covering 
communicable 
diseases 


during, May and June follows: 
' 
May June 


Diphtheria 
3 
1 


Whooping couph 
2 
4 


Smallpox :.'.... .... *,.. 11 
16 


Scarlet fever 
,.36 
£ 


Measles 
\71 
10 


Tuberculosis 
4 
C 


Chickenpox 
10 
". 


In May there were five deatfis 


from tuberculosis, and in 
Ju-ii 


three. One of the most satisfactory 
factors in the present disease con- 
ditions here is the total absence of 
cases of infantile paralysis. 
SHERIFF HERE FOR 


MARSHALL FARMER 


Herman Hildebrand Charged 


With Reckless Driving at 


Green Bay 


Sheriff 
Nick Ryan of Brown 


county arrived in Madison Thursday 
mominft to take into custody, H?r. 
man N Hildebrand, a farmer living 
near Marshall, who is charged w'th 
reckless driving near Green Bay on 
July '6. 


Sheriff 
Ireland brought - Hilde- 


brand to Madison at the request of 
Sheriff Ryan, about a week ago but 
as the Brown county official did not 
put in an appearance, HiMebra'id 
was released. 


Hildebrand told 
Sheriff 
Ireland 


that he never has been in Gre :n 
Bay and that he is not Kuilty of the 
charge against him. He declares 
that neighbors will testify, if necgar1 
sary that he was not in Brown coun- 
ty on the day he is accused of driv- 
ing recklessly. 


A patriotic rally will be given by 


the United Spanish War veterans, 
meeting here at their annual "state 
convention, at 8 o!clock this evening 
at the Monona avenue entrance to 
the capitol. 
Burt Williams will 


preside over, the meeting. The pro- 
gram will include addresses by, man 
c-f prominence, singing'of patriotic 
songs, and music by the Milwaukee 
and Madison drum corps. T-he rally 
will follow a parade of the.^iueh. J. 
McGrath, camp No. '4, drum' corps, 
of 29 drummers,vfifers and buglors, 
of Milwaukee, and Madison drum 
corps, and the delegates to the con- 
vention. 


Exchange Greetings 


A military exchange of greeting;; 


between the department 
and 
t'-ie 


women's auxiliary featured the busi- 
ness sessions held this morning and 
afternoon. 
At the opening <pf tne 


afternoon session of the men's de- 
partment, the color committee oi 
the women's department, compoiad 
of Elizabeth Hartung, Toledo, of tb; 
national organization, Violet 
B. 


King, Eockford, of the Illinois de- 
partment, Fanny J. Zillisch, Mad!- 
son, 
and Margaret Manion, 
sta*-; 


department, brought greetings from 
the auxiliary and presented the mo:i 
with a bouquet of flowers. 


The men extended greeting a^ 


presented a baaket bouquet of rojes 
,and lilieg to the women at the mor.i- 
ing session. A. E. Bauman, pnst 
junior vice department command^i.', 
N. H. Grunert, Appleton, and W. H. 
Armstrong,, Eacine, being members 
of the committee. 


Greetings from past, and present 


department-officers were read at the 
morning session of the men's de- 
partment as follows: Robert C. Bur- 
chard, past department commander, 
Ft. 
Atkinson; 
C. A. 
Buchho1.:. 


Janesville, and Capt. John -S. Foat, 
past department commander, Der.;- 
ing, N. Me^ all of whom have been 


MARKETS 


NEW YORK STOCK 


NEW YORK—New* of the effec- 


tive French-American offensive in- 
fused greater strength and activity 
to the stock market general list dur- 
ing 
the morning. 
United States 


Steol led the movement, advancing 
2% points, and popular equipments, 
shippings and specialties were. 1 to 
4 points higher. Reading featured 
the rails, gaining 2%, and 'Union 
Pacific was in further, demand with 
Canadian Pacific, St. Paul preferred 
and Missouri Pacific preferred. Sig- 
nificant strength was shown by for- 
eign bonds, Paris sixes gaining 2 
points and Anglo-French 5's a large 
fraction. 


NEW YORK STOCK LIST 


(Last Sale) 


American Bet Sugar 
66%B 


Ar.ierican Can 
48 


American Car & Foundry 
85% 


American Locomotive 
67% 


American Linseed 
42 % 


Am. Smelting & Refining 
79% 


American Sugar 
Ill 


'American T. & T 
96% 


Anaconda Copper 
69 ]/s 


Atchison 
85% 


Atl., Gulf & W. Indies 
105 


Baldwin Locoomtive 
92% 


Baltimore & Ohio 
65 


CLERK HAS STREET 


BONDS FOR SALE 


$10,000 Worth My be Had in 


Denominations of 


$100 to $500 


City Clerk 0. S. Norsm.in report 


that he has about $10,000 in street 
bonds, authorized by the council, on 
sale for anyone who may care to in- 
vest in them. They are 'issued in de- 
nominations of from $100 to .JJJOO 
with interest at 5 per cent. 
. Clerk Norsman is busy putting 
nto one of his big ledgers the r^:- 
ords of the interest coupons on the 
city bonds -which are being paid as 
they fall due. City bonds are fir 
amounts ranging. from 
?500 
to 


51,000 and return 3% to 4% pcv 
cent on the investment. 
Madison's Enemy Loses 


bonded' indebtedness totals nearly 
$1,000,000. 


called into the service; Ray Weaver, 
department 
patriotic 
instructor. 


Beaver Damffi Capt. H. W. Kip 3? 
department 
marshal; 
Neillsvillc; 


and Edward S. Falter, past deport- 
ment commander, Chicago. 


Elect Officers Friday 


Among the resolutions adopted at 


the morning meeting was one set- 
ting the time for the election of 0!^.- 
cers and delegates to the notional 
encampment 
to be held at Balt'- 


more, Sept; 3-5, for 10 "o'clock" Fri- 
day, morning. 
Comrade . A. C. Mc- 


Henry, mayor of. Oshkosh, invited 
the department to hold next year's 
convention at that city. The 
Mc- 


Grath drum" corps, Milwaukee, ar- 
rived at 10:20, n;id paraded up tlis 
street to the encampment, with h> 
tie William Engulfried, Milwaukee, 
a 3-year-old Spanish war veteran 
junior in blue and gray 
uniform', 


heading the parade with his father 
and claiming the attention of sp*"- 
tators. 


The honors of the convention were 


extended by the women's auxiliary 
nt the morning session to two G- A. 
R. veterans, Dr. E. R. Bird and H 
W. Rood. Mr. Rood responded with 
a talk on the regimental, flags of the 
Civil war. 
The reports of the de- 


partment officers and the delegates 
of the thirteen state auxiliaries were 
read. Visitors who have been seated 
at the convention are Elizabeth Hav- 
tung, Tokdo: 'Violet B. King, Ro :k- 
ford, 111.;' Mrs. George A. Diclc, De- 
troit; Anna K. Kunean, Milwauks--; 
and Margaret Manion, Milwaukes 


Exemplification of the drill work 


of the auxiliary was given at the 
afternoon session following the ex- 
tending of greetings to the mer. 
Election of officers will take pla-e 
Friday morning. 


Bethlehem Steel "B" 
83% 


Canadian P.cific 
149% 


Central Leather 
69% 


Chesapeake & Ohio 
67 


Chi., Mil. and St. Paul 
42% 


Chi., R. I. & Pac.... 
24% 


Chino Copper 
40% 


Colorado Fuel & Iron. 
47 Vt 


Corn Products 
45% 


Crucible Steel 
67M 


Cuba Cane Sugar 
31% 


Erie 
16% 


General Electric 
147% 


General Motors 
154% 


Great Northern Pfd 
90S 


Great Northern Ore Ctfs 
33% 


Illinois Central 
96B 


Inspiration Copper 
53% 


Int. Mer. Marine 
27% 


Int. Mer. Marine Pfd 
98% 


Interantional Paper 
37 % 


Ker.necott Copper 
33}i 


Louisville & Nashville ...;... 116% 
Maxwell Motors 
2!) 


Mexican Petroleum > 
10.1% 


Miami Copper 
29% 


Midvale Steel 
1 
52% 


Missouri Pacific 
2i'/a 


New York Central 
72% 


Norfolk & Western 
103-B 


Northern Pacific 
88% 


Ohio Cities Gas 
38% 


Pennsylvania 
44 


Pittsburg Coal 
51% 


Ray Consolidated Copper 
24% 


Reading, ex div 
89% 


Rep. Iron & Steel. 
93% 


Sinclair Oil & Refining 
... 32% 


Southern Pacific 
-.... 84 


Southern Railway 
24% 


Studebaker Corporation 
46 Vi 


Tennessee Copper 
20 


Texas Co 
152% 


Tobacco Products 
Union Pacific 


66% 
122 


United Cigar Stores 
.......... 
100% 


U. S. Ind. Alcohol 
........... 
126 


United States Rubber ........ 63 
United States Steel 
.......... 
108V- 


Utah Copper 
................ 
83 


Wabash P-K. "A" 
Westinghpuse Electric . ..... '. . 43 Vt, 
Willys-Overland 
New Haven' 


20% 
38% 


No .amount is Too Small to Lend 


Your Country. Buy 
War-Savings 


Stamps. 


TURKS FAIL IN 


PALESTINE FIGHT 


Don't Wait. DO IT NOW. Buy 


War-Savings Stamps. 
. 
. . . 


CAREY LEAVES FOR 


CAMP, MONDAY 


Elk's Exalted Ruler to Become 


Soldier; Kaufman Also 


Will Go 


William L. Carey, exalted ruler of 


the Madison lodge of Elks, No. 410, 
and assistant cashier at the Com- 
mercial National bank, has received 
his call to service and will leave 
Monday at 1:45. 
Henry-Kaufman, 


manager of the Fuller opera house, 
will leave at'the same time." " . 


Mr. Carey, who has-been in the' 


banking business 'in Madison for 13 
yeads, 10 of which were spent at the 
Commercial' National bank; has just 
returned from attending the nation- 
al convention of Elks at Atlantic 
City. He was the representative of 
the local lodge. 


Mayor George C. Sayle, who at- 


tended, the'convention as' district 
deputy, returned Wednesday night 
and was at his desk in the city halt 
this morning:; 
• ..• 
.• 
l 


Almost 1,600 delegates from all 


over the. country and from Hawaii, 
Honolulu arid Alaska were 
at the 


convention. In the monstrous pa- 
rade; about, 5 miles in length, every 
exalted ruler and past exalted ruler 
carried the service flag of his lodge 
or .district. 'Uncle "Joe" Cannon led. 
the.parade with about 350 congress- 
men, •-Secretary, of ihe Navy Jose-' 
phiis Daniel:), delivered the princi-. 
pal.. address":iii' place - of President 
.Wilapnv "' • . '! 
. ' . . . .•,•'. .'. 


600 Prisoners. 


Half of Whom Are 


Germans 


LONDON—According to a dis- 


patch from Amsterdam, an official 
statement has been issued at Con- 
stantinople relative to the fighting 
in Palestine on July 13 and 14. The 
statement says that east of Josdan 
a Turkish assault provoked a Brit- 
ish counter action which was sup- 
ported by a cavalry division and ar- 
mored cars. The Turkish war of- 
fice claims that this division was al- 
most annihilated, only some strag- 
glers Bucieeding in escaping. 


Reuter's correspondent in Pales- 


tine says that the Turkish attack 
early on Sunday morning proved 
costly and failed to take-an inch of 
ground. The enemy, lost 600 prison- 
ers, it is stated, of whom more than 
one-half were Germans. 


The 
town council 
of a small 


Scotch community -met to inspect a 
site for a new hall. They assem- 
bled at a chapel and, as it was a 
warm day, a number suggested 
that they should leave their coats 
there. 


"Some one can stay behind and 


watched them," suggested another. 


"What for?" demanded a thirc. 


"If we are all going out together, 
what need is there for any one to 
watch the clothes?" 


Spend, but Spend WISELY! Save, 


and Save EARNESTLY! Buy War- 
Savings Stamps. 


* 
1— 1——^^-^-"x^- 


WEE 
"VETERAN". 
WINS 


HONORS 
IN 
PARADE; 


DOES BIT FOR RED CROSS 


CHICAGO GRAIN REVIEW 
CHICAGO — Gem 
prices ad- 


vsnced sharply today owing, ior t'a» 
most part, to smallness of offerings. 
On the bulge, however, sellinc pres- 
sure increased, and a reaction en< 
sued. Trade seemed to be ahnust 
altogether local. 
Opening' prices, 


which ranged from % off to "&c up, 
with August $1.60 to %and S-;pte-n- 
ber 1.60% to %, were folloved by 
decided gains all around and then a 
moderate setback. 


Dry weather reports from C.-nada 


gave some independent stren?th to 
oats. Besides, exporters -vere bi-j- 
ding. After opening unchanged to 
%c higher, with August 73 to U. 
Che market scored further upturns. 


Provisions rose with grain and 


hogs. 


CHICAGO LIVESTOCK 


CHICAGO — Hogs 34,000 good 


hogs strong to 5c higher; other*; 
alow; bidding1 lower; four load»i 
prime heavy 18.30; packers doing; 
very little; bulk 17.45@18.30; butch-: 
ers 18.10@18.40; packing 17.15@( 
18.00; 
light 
18.15@18.40; 
rough.! 


16.5p@17.10; pigs i.?.00@17.60. 
• 


Cattle—Beceipt* 18,000; good t» 


best steers steady to lOc higher; toft 
18.25a a new record; common tc me-t 
dium stow to lower J b«*t butch**] 
stock steady, others unevenly Iswerfi 
calves and stackers and feeder* 
steady. 
" 
• 


Sheep—Receipti 18,000; *t««dy t«J 


strong; best range lumti he-Id 
ST. 


MINNEAPOLIS FLOUB 


MINNEAPOLIS—Flour 


ed. 
Shipment* 51,149 bbl«. 


Rye—1.76@1.90. 
Barley—1.05@1.22. 
Bran—24.45. 


MILWAUKEE LIVESTOCK 


MILWAUKEE—Hogi — B«'.« 


700; best hogs steady, otberi. 109: 


oc lower; prim* heavy butchtr*) 
18.00@18.26; light butcher* 1*.10@ 
1S.23.0; fair to prime light 
18.15; fair to best mixed 17.10® 
17.70; fair to selected packer* 17.10 
@17.EO; rough packer* 1B.50@-.6.M1 
pigs 16.00@17.00. 
j 


Cattle—Receipt* 300, 15 to 2* 


cents lower. 


Calves—Receipts 800, steady. 
Sheep—Receipts 200, steady; good 


to choice spring lamb* 18.00@1.8.50;! 
cull lambs 14.00@14.50; sheep 11.09 
©14.50; sheep 11.00@13.00; -cull* 
sleep 6.00@8.00; bucks 8.00@9.50. 


ST. PAUL LIVESTOCK ' 


SOUTH ST. PAUL, Minn.—Hogs 


—Receipts 5,000, steady; strong; 
range 17.20@17.50; bulk 17:35@ 
17.40. 


Cattle—Receipts 4,600; killers 10 


@15c lower; 
steers 
7.50@1F.50; 


cows and heifers 8.00@14.00; veal 
calves 25c higher, 7.00@15.75; stack- 
ers and feeders slow and low, 6.bO@ 
12.00. 
- ' 
"" 


Sheep — Receipts 100; steady; 


lambs 10.00@ 17.50; wethers 7.00© 
12.50; ewes 5.00@11.00. 


MILWAUKEE GRAIN 


MILWAUKEE — Com: 
No. 3 


yellow 1.65@1.70; No. 3 white 1.00 
@1.95; No. 3, 1.60@1.66. 


Oats—Standard 80; No. 3 


79@80; No. 4 white 79. 


Rye—No. 2, 1.83@1.84. 
Barley malting 1.15@1.26; 
Win 


consin 1.20@1.26; feed and re;'ei;t«. 
ed 1.10@1.20. 


Hay—Unchanged. 


CHICAGO PRODUCE 


CHICAGO—Butter, higher; re« 


ceipts, 10,969 tubs;. Creamery ex« 
tras, 43%@44; firsts, 41%@43; «ec- 
onds, 8'3%@41. 


Cheese—Unchanged. 
Egg;;—Receipts, 
14,887 " carwi, 


lower; firsts, 88@39; ordinary fir^t*. 
S5@37; at mark, cases included, 38- 
@38. 


Potatoes—Receipt*, 36 cars; un- 


changed. 


Poultry—Aliae, unshanged. 


War-Savings Stamps Are Worth 


Self-Sacrifice. 
- 
- 


STREET OIL ARRIVES. 


The arrival of a new car of oil, 


received by-the street department on 
Tuesday, has necessitated the stop- 
ping of 'wor kon East" Washington 
avenue-which street superintendent 
George Sullivan is having torn: up 
and relaid according to his new plan. 
About three-and a half blocks have 
been completed since the plan was 
found to be-successful a short time 
back. 


The department's men have oiled 


IngersoH street between, Dayton 
street and Sherman avenue. 
• 


War-Savings Stamps 


Sell-Sacrifice. 


Are 


' Little William Engelfried, Jr., 
3-year-old son of*a Spanish war 
veteran, who headed the parade 
of the Hugh J. McGrath, camp 
No. 4, drum corps, of Milwau- 
kee, from the Milwaukee station 


• to the 
Spanish war 
veterans* 


convention at the capitol, this 
morning, and won all the honors 
of the parade, is doing his bit 
for the Red Cross 
this after- 


noon. 


William's pictures were tak- 


en this morning in his blue and 
gray uniform, which is a minia-. 
ture reproduction of the regu- 
lation uniform worn by his' fa- 
ther. The pictures are being sold 
this afternoon to the members 
attending the-.convention. The 
proceeds .will be gvien to the. 
Red Cross. 


William i§ the son of Mr. and 


Mrs. William Engelfried, Sr., 
Milwaukee. 


•V 


DEAN GOODNIGHT 


ENTERS TRAINING 


Sixty-nine, students and fourteen 


members of the faculty of the Uni- 
versity reported at Fort Sheridnn 
today' to receive two months' train 
ing' at the instructors' camp wh. -,h 
opens there for all colleger in the 
middle West. 
; Prof.-George C Sellery chairman 
of the history department, will take 
over, the..duties of Dean Scott 
H. 


Goodnight, direc.tor of the summer 
session,"; who is going to the camp. 


Coach Thomas. E. Jones, director 


of athletics, it at Camp 'Dough.-; 


PEAGEPLEDfE 


Fatherland Party Says it Willj 
• 


ballsed to Strengthen Ger- 


*many's Hands 
. ; 


'Bj the Aaioefotcd Pr«ii») 


AMSTERDAM— While declining j 


to give its interpretation of the re-t 
ccnt statement by Chancellor 
voix! 


Hertline regarding Belgium, 
thai -; 


German fatherland party, according!' 
to current German newspapers. hr>s ( 
issued the following statement 
;>n 
the subject: 


"As far as we are concerned, Be'.-\ 


gium is a pledge to safeguard 
'a 


lasting peace, to strengthen 
Ger- 


many's hands in Belgium, to pre- 
serve it from Anglo-American" e-;- 
ploitation, to preserve the FleminjiJ 
•-: 


and their industries from becomiij; 
Frenchified and from English tyran- 
ny. We -want free Flanders, as a 
real guarantee for the vital necessi- 
ties of the German people." 


; 
Sandy and John were sitting in a 


1 car when a pretty girl got in ami 


smiled at tht former. He raised his • 
het. 


"Do 'you .know her?" asked • thi 


Englishman. 


"Oh, yes, very weel," the- Scot re- 


plied. 


"Well, shall we go and sit over 


beside her, -and then you can intro- 
duce me?" asked his companion. 


"Wait a bit," returned the canny 


Scot. "She 'hasns paid her.fare yet,"1 


with tha state guard, ;but will report. :-. • 
»t Port Sheridan Jatir. 
i ?'''-'• 


THE 


GOVERNOR ASKS 
FURLOUGHS FOR 
FARMER BOYS 


Wires for Permission to 


Keep Men on Jobs Un- 


til August 10 


PETEY DINK—Pete Won't Feel So Clever .When She Starts to Removejhe ?a™^_ 
By A. C. VOIGKT 


Gov. E. L. Philipp telegraphed the 


provost marshal general Wednesday 
fcvening asking that the farm boys 
who have been called into the serv- 
ice, by the calls just issued, be given 
a furlough until Aug. 10. so-tha: 
the farm work of the state can bo 
completed. 


"The recent calls has cut the sup- 


ply of help to the bone," said Gov. 
E. L. Philipp today in discussing the 
matter. 
"This state has extra crops 


this year. 
They must be harvested. 


To do this I have asked that the 
•boys -be released to continue work 
on the farms until AUK. 10- 
,-, 


"I shall issue a proclamation call- 


ing upon the people in the villages 
and cities of the state to go to the 
aid of the farmer, even if it be at 
the sacrifice of their own work and 
their own business. 
These crops 


must be harvested and I urn sure 
that the village and city people will 
be more than willing to lend a help- 
ing hand." 


GAURAUD IMPLORES 


TROOPS TO HOLD 


General of French and Ameri- 


cans East of Rheims Ap- 


peals to Courage 


I By the Associated PrftMl 


OX THE FRENCH FKONT 
IN 


FRANCE (Wednesday)— In st-r- 
ring phrases, imploring them 
t 


stand firm, General H. J. E. Gaur- 
aud, in command of the Froncl; <nd 
American troops east of Rhcims and 
•in Champagne, appealed to his men 
before the German offensive bcgiv.i. 
In an order issued to his soldiers, he 
said: 


"We may be attacked at anv mo- 


ment. You all feel that a defens:v.: 
battle never has been engaged in 
under More favorable 
conditions. 


You were warned and are on gua*J 
wit!; powerful 
reinforcements 
pi 


infantry and artillery. 
You 
will 


fight on the ground you have trans- 
formed by your hard work into re- 
doubtable fortresses which are ;;i- 
vinciblc if the passages are proper- 
ly guarded. 


"The bombardment will be terri- 


ble but you will stand it without 
weakening. The assault will be vio- 
lent, in clouds of smoke,-dust and 
gas, but your position and arma- 
ment are formidable. 


"In your breasts beat free men'." 


brave, strong hearts. 
Nobody wilt 


look behind nor recede a 
pa<-c. 


Each of you will have one thoup-ht— 
to kill and kill many until they cry 
enough. 


"For this reason your generni 


says yon will break this assault, 
and it will be broken glariously," 


MIKE AND IKE—THEY LOOK ALIKE 
By GOLDBERG 


FIGURED ORGANDIE 


MAKES COOL FROCK 


vOCLL, IKt, \ 
GOT: 
' 


-SUIT- A<Ofc>. 


TO 


ENTIRE PRESS 
AGREES GERMAN 
DRIVE _FAILURE 


Comments on Favorable 
Situation for Allies After 


Third Dav 


PREMIER CLEMENCEAU VISITS AMERICAN HEADQUARTERS: 
"^ 
INSPECTS U. S. SOLDIEB B&TS WliHGENERAL PERSHING 


1V.R1S — The 
Havas 
ager-.c.y 


notes the agreement in the commeit 
of the entire press that after 
the 


third day of the battle in the situ- 
ations remains as favorable for the 
allies as could be expected. 


"The batt-c for Paris becomes a 


j battle for Rhsims," i'etit Parisien 
says 


"The German maneuver was fr'~3- 


trateti by the insufficiont effect of 
the fivst shock. It can be consider?^ 
as a failure ar.d \ve are able to look 
to the 
future 
without 
apprehen- 


sion." 
"It appears now," says 
Premier 


Clemenoeau's 
paper, 
L'Homn.e 


Libre, "that tlie'cnemy's efforts will 
not even result in the capture of 
Rhehns, and. still less that of Eper- 
nay. Thus the great 'peace of- 
fensive' will be a fiasco after 
the 


three notable failures at Compicgnn, 
'in Italy, and in the Champagne/' 


The "Petit Journal- predicts that 


the counter-attacks which are bound 
to come st the proper time 
will 


work the downfall 'of the German 
effort. 
. 


Just the frock for jne who wants 


to be cool and smart at the sams 
• time. 
Figure-d organdie ia one of 


.the smartest fabrics among the sum- 
mer materials and also-one of ths 
coolest. . It gives that dainty, crisp 
. look which is- so coveted on a wilt- 
infrins midsummer day. Narrow 
fluted ruffles of plain white oripmdie 
trim the surplice collar, • the cuffs, 
the skirt hem and- the loos* 


TRIES TO VEIL LOSS 


IN DRIVE FAILURE 


German' Crown Prince 
At- 


tempts to Convert Sacrifice 
* 
Into Minor Success 


OHMOCCM ud team! ff.tmiimg 


(Br the AuociaUd Prm>) 
\ 


PARIS—The 
German . 'crown 


prince, military observers here say, 
now is trying to convert 
a large 


scale failure into a showy minor suc- 
cess which will make up in the eyes 
of the German public for the 100,- 
000 men he has sacrificed. 


His goal now apparently is Ep- 


ernay. The operation .includes two 
parts. In the first, the Germans who 
crossed the Marne. in the-Dormans 
region are struggling to widen and 
strengthen the bridgehead on the 
south bank. In the second, the Ger- 
man right center, which at 'the. be- 
ginning of the action was along the 
Dormans-Rheims road fac!.ng south- 
east, is now pivoted on V.rigny and 
runs r.orth and south along a line^ 
through Vrigny, Bouilly, Martini* 
and Courton and Roy woods. As the. 


country in this direction ie thickly, 
woodod' and consequently easily de- 
fended, some military commentators 
believe the Germans will soon find 
the game ia not worth the candle. 


Pnrsuing his now familiar oppor- 


tunist policy, the enemy would con- 
tent himself with establishing a de- 
fensive front toward the eait and 
turn his efforts southward in the di- 
rection of Montmirail, near Epernay, 
which strategically is second in im- 
portance only to Chalons" This' is 
the hypothesis of the military writ- 
er, Colonel de Thomassoii. 
, ' 


i Day's Casualty List 


PAGE RETURNS 


LONDON — Walter Hires Pa««, 


American ambassador, has returner! 
after a leave . of .absence 
t>f ,' tvo 


months. The vacation has fully re- 
stored his health. 
' . . ' ' . . 


Have you ENLISTED in. the Ar- 


my of Savers ? Buy War-Savings 
Stamps! 
.'• I 
':•' 
:: 


CDr the Auoemwd Trtu) 


WASHINGTON— The army cas- 
ilty list today shows: . 
v . 


Killed in action 14; died 
of 


wc-urids 10; died of disease 6; died 
of accident and other causes 2; 
wounded 
severely . 20; .wounded 


slightly 1; missing 4. Total 57. 


The list includes: 
. ; 


Died from Wounds 


Private Paul J-. Florine, Fort At- 


kinson, Wii. 


Died of Diaeaae 
. 
J 


Private Frank ,M, Wenzel, Little 
Falls, Minn. 


Wounded Severely . . 


Private-Robert BJg.Thunder/Wit- 


tenburg, Wis. 
. ' 
'.,;• 
:'.; 
:... 


Don't'be, a SPENDER, BE A 


SAVER! .Buy'War-Savings Stamps! 


INDUSTRIES TO BE 
FURTHER CURTAILED 


, 
CBj th« AuocUtcd Prcji) 


WASHINGTON — Further dras- 


tic curtailment of the so-called les- 
ser essential industries may result 
from, the enlargement of the war pro- 
gram, the consequent increasing de- 
mand for,steel and existing short- 
age in the supply. 
- 


War' requirements for the last 


six months of this year will be'ap- 
proximately 20,000,000 -tonSj the war 
industries board announced 
today. 


The greatest 'output of a like period 
for. the steel industry was 16,500,000 
tons,.tho board stafed. 


No amount is Too Small to Lend 


Your vCountry.. Buy -War-Savings 
'Stamps. 
,,,...'" 
.,. 
' 
"' '• 


Don't, be a .SPENDER, 'BE A- 


SAVER! .Buy/War-Savings Stamps! 


BRITISH OFFICER TO 


LECTURE_AT D, I 


Major-Ger.eral McLachlan in 


War Course Address, 


July 23 


Major-General James D. McLach- 


lan, V. S. 0., now military attache 
,of the British embassy, Washington, 
will speak in'-the University War 
Course on Tuesday, July 23, in Mu- 
sic hall'at 4:30, on "The British 
Army in the Present War—Some 
Personal Experiences." 


General McLachlan will tell of the 


organization and gallant work of the 
British army since August, 1914. 
He intends to give some of his own 
personal experiences as to the work 
done by -the original expeditionary 
force and of the trench warfars 
which followed, illustrated by lan- 
tern' slides showing conditions on 
the western front. 


General McLachlan is a distin- 


guished and gallnnt soldier, a ge- 
nial Scotsman. 
He is s. member o£ 


the Clan McLachlan of McLachlan, 
county of Argyll. 
His present po- 


sition of military attache at Wash- 
ington, he held also in 1911 and 
1912, .He entered the army_in 18D1 
and has been aide to the British gov- 
ernor in the Bahamas and to the 
governor in Cyprus. 


At the beginning of the world war 


he commanded the First Battalion 
of Cameron Highlanders 
on the 


western front and was twice severe- 
ly wounded. 
Twice he has been 


mentioned in the dispatches for 
bravery and was awarded the dis- 
tinguished service order. 
In 1915 


he was chief staff officer of the 
Welsh divosion and saw service with 
this division in Gallipoli. 


PERCY AP ROBERTS IS 


HEAD OF MERIT BOARD 


Percy Ap Roberts of River Falls' 


has been elected chairman of the 
Wisconsin Civil service 'commission. 
The other officers elected are: For- 
mer Senator L. G. Kellogg, Ripon, 
vice president; F.. W. Coon, Edgar- 
ton, clerk and John A. Hazclwoo'l 
Madison, secretary. 


At a i- eting of the 
commission 


a hearinf, .was given on the cose of 
George Stohl, .recently dismissed 
conservation, warden. 
Stohl lived 


at Green Bay. 
. • 


APPLETON — Appointments of 


nine men, who will go to Fort Sheri- 
dan . for special training has been 
made by the committee. They are 
Clayton \ Chapman, DePere; 
Philip 


Corr, Juneau; Richard Degerstadt, 
Barren; Carl Frederick, Fall.River; 
Keyille 
Larson, Neenah; 
Frank 


Meincke, Tomah; 
Ri-.lph Meloney, 


Spooner, Mich.; Walter 
Williams, 


Appleton; Frank Willivuns', Kenosha. 
No faculty, member hai been ap- 
pointed &C this time. 


TELEGRAPH TICKS 


,fB>- the A-nociatcd Pr««) 


WASHINGTON—Director of 


Aircraft 
Production Ryan se- 


lected C. W. Nash of Kenosha, 
Wis., as his assistant. 


WASHINGTON—Stories 
of 


fatalitits in the ship building in- 
dustry, 
attributed to German 


propagandists, 
were 
officially 


denied. 


CHICAGO—Gaston B. Means, 


on the witness star.d in t!ie Mrs.- 
King will case, told of acting as 
a secret agent for the German., 
government. 


WASHINGTON—The respon- 


sibility for the sinking of the" 
steamer Columbia 
in the Illi- 


nois river 
with a loss of 
92 


lives, was placed on the captain, 
end the pilot by federal steam* 
boat inspectors. 


WASHINGTON—More 
than 


228,000 acres in Nevada 
and 


Utah were 
opened to 
home- 


stead entry. 


ABERDEEN, 
Md.—Major 


John R. King of Brooklyn was 
shot by Charles Johnson at 
v.-hose home he was boarding. 


PITTSBURG, 
Kan.—E. R. 


Ridgely, a former populist con- 
gressman, was irrestcd for al- 
leged violation of the espionage 
act. 


NEW 
YORK — Chancellor 


Brown of New York university 
announced the government in- 
tends to conduct a recruiting 
campaign for colleges. He quot- 
ed President Wilson as favoring 
the plan. 


I 
. 
1 
' NEW 
YORK—Payment of 


, premiums for crude oil was rec- 
ommended to the fuel adminis- 
tration for stabilizing prices Isy 
the 
National Petroleum 
War 


Service committee representing 
the industry. 


SMALL TERRITORY 


IN BELGIUM FREE 


PARIS — Less than 2\» per cent 


of Belgian territory is still free from. 
the invader. All ' the unoccupied 
communes are within range of the 
German heavy artillery which has 
fired upon Dunkirk,. but all. are in- 
habited. 
'. 
> 


On the other hand Belgian troops 


have occupied seven times as much 
German territory in German East 
Africa' as the total -area of Belgium. 


Don't Wait. DO. IT NOW. Buy 


War-Savings Stamps. 


STILL HOPS 
ROOSEVELT 
LANDED 


Cablegram Received Frora 


Gen.Pershing;T.R.at 


Saratoga 


(By the Awccialf! Trf-fl 


NEW YORK—Col. Sooscvt-',:, jus: 


before-leaving the city for Ssrr.to- 
ga, N. Y., to attend the rcp'jK:"-. 
state convention toda;, -received J 
cablegram from Gen. For?!-.:".; :' 
which the commander cxDres?M '•- 
hope that Lieut. Queniir. KoosevM 
maye have landed safe y. 


The cablegram reod-s: 


"Regret very iiuch that 701;: 


son, Lieut- Quentin 
Roosevelt, 


reported as missing. 
On July 


14, with a 
patrol of 
t»'c!« 


planes, he left on a mission of 
protecting 
photographic .-«• 


tion. Seven enemy piano;. WOK 
sighted and attacked. Lionier.- 
ant Roosevelt did not return. A 
member of the squid: on reports 
seeing one of our 
plane? fa" 


oat of the combat and intn the 
clouds, and the 
F.-e:irh repnrt 


an American plane w: s foon i!o- 
see nd ing. 
'I hope he may II.TVC iwdrt 


safely. Will adviso y«u immedi- 
ately" o_n receipt of fur'.hi-r in- 
formation. 
„ 
" Pershin". 


Colonel Roosevelt, ir rt?:y. * 


blec! the following mo:i.;a!rc; 
"'ftre are deeply gratufu! for youi 


thoughtful kindness and we 
lv"- 


never forget it." 
. ; 


Col. Roosevelt's attitudo .s«^: '• 


more hopeful than on receipt las. 
night of word sent from Ps™ !; - 
Mrs. Theodore Roosevt':. Jr.. f.a-- • 
ing reports of Quer.t!n'.; ne.r.h wf:e 
"absolutely unconfirmed' there. 
; 


HUNGARIAN DIET 


REJECTS SUFFRAGE.? 


AMSTERDAM—The iowr tef, 


of the Hungarian diei ha-- re-'?^'. 
the government's 
mea^uri; f'-^-. 


the vote to women, saj-5 a BuoJ^:- 
dispatch today. 


MARQUETTE — Frar.k G. J^ 


the clerk of Marquetto^ "'•'"•'K;^ 
is:;ued a notice that tVa P"1"'^;, p 
season has the lid on for one «* ;.; 
The order has been given Jnui-n.?^. ^ 
licity and "I didn't knc.w" u'"^,'| 
excuse offenders, accon.ing 10 
K 


Jenks. 
',':. 


